VOL. VII.-No. 171. 



JUNE 16, 1880. 



Price, 10 Cents, 




PUBLISHED BY 
KEPPLER & SCHWAR ZMANN 



'** v, '* > TRADE MARK RE6ISTERED 1878 /" 



OFFICE No. Z\ - 23 WAR R E N ST. 



ENTERED AT THE POST OFFICE AT NEW YORK, AND ADMITTED FOR TRANSMISSION THR0U6H THE MAILS AT SECOND CLASS RATES" 




A WEAK TICKET IN THE FIELD — AND A WEAKER EXPECTED. 

If the Republicans Have Done Feebly at Chicago, what May We Expect of the Democrats at Cincinnati? 



260 



PUCK. 



PUCK 



OFFICE: Nos. 21 & 23 WARREN STREET, 
new youb:. 



Published Every Wednesday. 
TERMS TO SUBSCRIBERS. 

(United States and Canada.) 

One Copy, one year, or 52 numbers $5 00 

One Copy, six months, or 26 numbers. . ; 2.50 

One Copy, for 13 weeks 125 

England and all Countries in the Berne Postal Treaty.) 

One Copy, one year, or 52 numbers $6.00 

One Copy, six months, or 26 numbers 3.00 

One Copy, three months, or 13 numbers 1.5° 

fi®" including postage. =t£i 

Under the Artistic Charge of JOS. KEPPLER 

Business Manager A. SCHWARZMANN 

Editor H. C. BUNNER 

Puck is on Sale in London, at HENRY F, GILLIG & CO'3., 
AMERICAN EXCHANGE, 449, Strand, Charing Cross, and at 
THE INTERNATIONAL NEWS COMPANY, 11, Bouverie 
Street, Fleet Street; in Glasgow, at ,G. F. ALLAN'S, 31 Renfield 
Street; in Paris, at TERQUEM'S, 15 Boulevard Saint Martin, and 
on file at the Herald Office, 49 Avenue de 1' Opera. In Germany 
at F. A. BROCKHAUS'S, Leipzig. Berlin and Vienna. 

On or about July 1st, 1880, will be published 
PUCK ON WHEELS. 

It is scarcely necessary for us to remark that 

PUCK ON WHEELS 

will be the handsomest, best and brightest summer book 
ever issued. The price of 

PUCK ON WHEELS 

will be twenty-five cents. Further information concerning 

PUCK ON WHEELS! 

will be forthcoming next week. 



Puck this week consists of 

«sr 20 PACES. -W 

This is necessitated by the pressure upon our advertising columns, 
which obliges us to add a supplement of 

4 PACES, 

to make up our usual allowance of reading matter. 

COlTTEiTTs! 



Cartoons and Comments. 
Mr. Michael Angek) Mulhooly 

on the Political Situation. 
T. E. — June 7th, 1880— poem. 
Rhymes of the Day. 

PUCKERINGS. 

Puck's Billet-doux (poem) — 

Puck. 
The Dueling Boom. 

FlTZNOODLE IN AMERICA— No. 

cxxx. 

Pictorial Puckerings for the Cur- 
rent Week. 

Coronach (poem) — F. W, P. 

Barbers' Convention. 

Priez Pour le Malheureux (poem) 
— Begum. 

Too Lucky. 



Shakspere Studies — John Albro. 
A Morning in the Mardian Wood 
— poem. 

Light and Shade in the Life of a 
Tramp — illus. 

Romance and Reality (Reality 
in Brackets) — J. C. Duval. 

A Very Open Letter. 

Surprising, but Pleasant. 

How Did It Happen ? 

Answers for the Anxious. 

A Leaf from the Sketch-Book of 
Puck's Special Artist at Chi- 
cago — illus. 

Officers, but Not Gentlemen. 

The Ocean (poem) — Arthur 
Lot. 

Puck's Exchanges. 



CARTOONS AND COMMENTS. 

04 

JLT may be the best thing for the country 
f to elect General Garfield to the Presiden- 
* tial chair. No one can doubt his ability ; 
he is a man of discretion and experience; he 
is not too violent a partisan to conciliate the 
various local prejudices of the country. But it 
is of no use to try to blink the fact that he 
has a troublesome record behind him. Charges 
against him may not have been proved; but 
that is nothing. The awkward point is that 
they have not been disproved. This is the first 
time that a Republican candidate for the Pre- 
sidency of the United States has been accused 
of any form of dishonesty ; and it is a painful 
thing not alone for the party ; but for the whole 
country. Yet we sincerely believe, and earn- 
estly trust, that General Garfield is capable of 
making a good President. He is a man of 
sufficient breadth of thought and cleverness of 
perception to appreciate the peculiar dignity 
of the position to which he aspires; and to un- 
derstand how the honor of filling it honestly 
and faithfully must outweigh temptations that 
might be too strong for a man with less responsi- 
bility on his shoulders. 

* 

The candidate of the Republican party has 
also another claim on the respect of the nation. 
He appears as the representative of the Anti- 



Third Term Idea — in a certain sense, as the 
conqueror of the vilest and meanest conspiracy 
that has ever insulted American decency since 
the days of Aaron Burr. It is to him that Grant, 
balked in the mad schemes of his disgraceful 
ambition, has yielded up the sword made glo- 
rious by a noble war-record. There is a great 
significance in this. General Grant has been, 
if not the leader, at least the foremost man of 
his party for twelve years. It is no little matter 
that after more than a decade of supremacy, 
the Republican party bestows upon this famous 
chieftain a rebuke of this unexampled severity. 
It is a strange and at the same time an admir- 
able thing to see his own people turn upon him 
and say: "You have gone too far. _Great as 
have been your services to us; much as you 
have deserved our friendship and fealty, in 
times gone by, we will take neither part nor lot 
in this plan of yours: we will rather call upon 
this other man to take your place and lead us 
in your stead." 

* 

* * 

This paper is neither Republican nor Demo- 
crat. We care for no party squabbles, and we 
wear nobody's ring in our nose. But we are not 
afraid to speak frankly in approval or disap- 
proval of either political army ; and our readers, 
who have learned to look to Puck for unbiassed 
counsel and opinions freely expressed, have 
seen that we have made, at all times, common 
cause with those Republicans who have con- 
sistently fought for honest money, honestly cir- 
culated. It is only fair to the Republican party 
to own that it is the party of sound financial 
ideas. The Democrats have never kept their 
skirts clear of the mud-puddles infested by 
Greenback frogs. If we had not had a Repu- 
blican President and a Republican Secretary of 
the Treasury, the Resumption Act might have 
died of neglect. It is a great question whether 
the Democratic party can give any adequate 
guarantee of their willingness to respect the 
present monetary prosperity of the country — 
unless it is by bringing forward a worthier can- 
didate for the Presidency than the Visionary 
of 1872, or the Vampire of 1876. 

* 

* * 

The Democrats have been twenty years out 
of office. Should their luck change next 
November, unless the men of their choice 
are of the wisest, the reaction will be a severe 
shock to the country. The party has been so 
long Out of office that it has forgotten the way 
to govern — even the way to govern its own 
organization. And if it has to learn, we had 
much rather that it would take out its period of 
practice four years hence, than now, when the 
country has scarcely settled down on a healthy, 
hard-pan financial basis. Of course, everything 
depends on what the coming Convention will 
do ; but if there has been a lack of wisdom in 
the deliberations of the astute politicians at 
Chicago, can we look for cleverness at Cincin- 
nati? The Republican ticket may be weak; 
but the chances are that the Democrats will be 
able, after their usual fashion, to draw up a 
weaker. 

* 

* * 

When Mr. Jenner discovered that vaccine 
lymph, inserted in the skin of a patient of any 
age, would prevent small-pox, the whole civilized 
world rejoiced. It was a boon to humanity. 
Many, even middle-aged people, can remember 
the time when every other person they met was 
more or less disfigured with the marks of the 
loathsome disease. It was not confined to any 
particular class of society— the dweller in the 
slums suffered equally with the denizen of aris- 
tocratic quarters. Now it is comparatively rare 
to see evidences of the disease, although it 
still, unfortunately, exists among us. There 
are some donkeys who say that vaccination is 
a mistake, and that it does more harm than 



good. Such statements are scarcely worth 
serious consideration, but one thing is very 
certain: that by the use of unhealthy lymph the 
remedy often proves worse than the malady 
itself. There have been numbers of cases of 
late wherein children have had the seeds of all 
kinds of horrible diseases introduced into their 
little systems by this means. In many cases it 
would have been better that they should have 
had the small-pox, from which they might have 
perfectly recovered, than suffer through life 
with ailments introduced by unhealthy lymph. 
* 

* * 
Mr. Clerical Error Stoughton, to whom we 
have occasionally referred as the gentleman 
with the wonderful head of hair, contributed 
an article to the North American Review, entitled 
" Popular Fallacies about Russia." The arti- 
cle was a good one in its way, and, although 
we did not agree with all its conclusions, it had 
the effect of increasing our respect for Mr. 
Stoughton's literary ability, which we were con- 
vinced he possessed by his discovery of that 
extraordinary clerical error in the Louisiana 
election returns. But a correspondent of the 
Nation puts an entirely different complexion on 
the matter by informing that paper that the 
article in question is of a similar character to 
something that an Englishman, now dead, one 
Richard Cobden, wrote years ago; and, what is 
more, the Nation's correspondent seems to prove 
the case. It is clear that Mr. Stoughton's 
brains and memory are as wonderful as his hair; 
for it is not to be supposed for a moment that 
he would knowingly pass off another man's 
work as his own. We will charitably believe 
that he was so impressed by Mr. Cobden's ideas 
that they have been running in his head ever 
since, until he began to think they were origi- 
nal with him. The whole matter can, however, 
be easily rectified. Mr. Stoughton, if he has 
discovered his mistake, should send back to 
the North American Review the money he re- 
ceived for the article, accompanied by " The 
Political Writings of Richard Cobden," pub- 
lished in London, by William Ridgway, in 
1878. The editor will then be convinced that 
Mr. Stoughton is a conscientious man, and will 
have an opportunity of marveling at Mr. 
Stoughton's wonderful memory. 



It is not often that we blow our own trumpet, 
but we think we are not exceeding the bounds 
of modesty in taking some little credit to our- 
selves for having put a stop to the traffic in 
bogus medical diplomas in Philadelphia. A 
little cartoon of ours, a few weeks back, exhi- 
bited the features of this interesting business 
(although we say it who shouldn't) in a strong 
light. The Philadelphia Record is perhaps en- 
titled to as much praise as we have awarded to 
ourselves in helping to ruin the bogus diploma 
manufacturers. A Record reporter, at an ex- 
penditure of $225, succeeded in getting him- 
self made in a wonderfully short space of time 
an M.D., a D.L., a D.D., and an LL.D. A 
Doctor John Buchanan, the gentleman who 
supplied these permits to murder and swindle, 
is now, with other members of his " Faculty," 
within the grasp of the strong hand of the law 
— safely, we hope — and will have an effectual 
stopper put on his peculiar calling. 

* 

* * 
The recent terrible accident on the Sound is 
the kind of thing that one expects at this season 
of the year. No proper provision seems, to 
have been made for the saving of human life; 
for it appears that the plugs in the life-boats, or 
rather death-boats, were left out, and the boats 
consequently filled with water. Perhaps, one 
of these fine days, we shall be able to discover 
why the boats, in disasters of this nature, are 
never in a fit condition to float. 
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MR. MICHAEL ANGELO MULHOOLY 

ON THE 

POLITICAL SITUATION. 




Now, I want to 
know what all dis 
racket is. When 
I say dis racket, 
I mean de way 
de b'yes is go- 
in' back on de 
Boss. It's low- 
down, dat's what 
it is, and I'm a- 
kickin'; you bet- 
cher life I'm a- 
kickin'. 

Dere's Arthur 
— Arthur's a nice 
s ar d ine, he is! 
After him 'n' de 
ole man had fixed 
it out all square 
'n' solid, to go for 
to go back on de machine and fix tings wid de 
Rads — oh, bite me ear, it makes me feel sick ! 

I t'ought sure de b'yes was let in for somet'in' 
fat, dis election. Noo Yark's my racket, er 
course ; but I was kinder speculatin' on enlargin' 
my sp'ere, an' takin' in Washinton. Itinklc'd 
work Washington — me and Maginnis and Ham- 
let — Ham is dat purp down dere— there, I 
would say. I'm talkin' fearful gallus to-day, I 
feel so bad. 

When I say I feel bad, I don't mean dat I 
took so much stock in Arthur. 'Tain't that — 
no. You ain't got this thing down fine. Ar- 
thur wouldn't never have been no use to us. 
Dem Radicals is all drawn out of de same keg. 
They're lugsy, and they wash, themselves like 
they was goin' to take the hide off, and they 
give you no end 'f chin-roast about purity and 
de preservation of de country - and— and — oh, 
well, dey put on most too much style about 
deir stealin'. 

Dem felliz wouldn't never get along wid de 
b'yes. Dey ain't got no idea, of j'inin' de gang; 
it's only a bluff for de rest of de rads — dat's 
all. An' den, dey ain't got no intention of 
divvyin' square. We found dat out last year. 

Oh, no, we ain't got no call to put on mourn- 
in' for Arthur. What I'm a-growlin' about is 
de free 'n' easy way he walks off, widout sayin' 
naathin' to nobody, 's if de ole man wasn't of 
no account. Dat ain't no way to give de Boss 
de shake. 

Now, Sammy Tilden, he's hired a hall out in 
'Snatty, he has. An' he ain't goin' to let de 
old man in, he ain't. Dat's what he says. We 
ain't gettin' no respect, nowhere. Dis t'ing 
has got to be kinder straightened out. 

Maginnis an' I went down to Larry Gaffney's 
to beer, t'udder night. 

" Mulhooly," says he to me, " Mulhooly," 
he says: "people don't appreciate our posi- 
tion, they don't. You may buzz about yer 
Young Scratchers, 'n' bolters, an' all yer kid- 
glove snides; but we're de true Independents, 
we are." 

" Maginnis," says I to him, " Maginnis," I 
says: "what are you givin' me, anyway? Ma- 
ginnis," I says: " I been called a snoozer, and 
I been called a rooster; but nobody ain't never 
accused me 'f bein' an Independent. I run 
wid de machine, every time; an' I ain't never 
give the Boss away, and don't you forget it." 

" Mulhooly," he says to, me, " Mulhooly," 
he says: "don't you make no mistake. We 
ain't Independent— Holy Moses! I didn't mean 
no such t'ing as dat — it's de machine what's 
Independent." 

" Maginnis," I says to him, " Maginnis," I 
says: " I'm way off." 

" Mulhooly," he says to me, " Mulhooly," 
he says: " I want you to freeze to dis here fac'. 



If dey fire us out of de 'S'natty Convention, 
it's goin' to be jes' velvet for you an' me," he says, 
"and for all de b'yes. Do you know what Un- 
attached Cavalry is ?" he says. 

" I do," I says to him, " I do, Maginnis," I 
says: "Dat's de kind of Cavalry I belonged 
to, back in war-times. I wasn't attached to 
naathin, only the bounty." 

" Well," says he, " Mulhooly," says he, "you 
ain't far out, you ain't. Unattached Cavalry 
is Cavalry as skips round loose, wherever it's 
wanted de most. Dat's our racket dis year. 
We'll be wanted long about November," says 
he, " an' den the felliz what wants us will have 
to holler loud," he says. 

"Maginnis," says I to him: "Maginnis," 
I says: "I see where you're gettin to," I says: 
"you mean that we ain't goin' to do no Allian- 
ces nor naathin on trust, this time," I says. 

" Mulhooly," says he to me, " Mulhooly," 
he says: "you've got a powerful grip on the 
idea, you have," he says. 

An' den me and him and Ham, we went 
down to Dutch Ike's. De Boss is coming out 
all right dis time ; you freeze right onto dat. 



1. gum 7tft, 1880. 

The Actor's dead — and Memory alone 
Recalls the genial magic of his tone : 
Marble nor canvas nor the printed page 
Shall tell his genius to another age — 
A memory, doomed to dwindle less and less — 
His world-wide fame shrinks to this littleness. 
Yet, if a half a century from to-day, 
A tender smile about our old lips play; 
And if our grandchild query whence it came, 
We'll say: "a thought of Brougham" — and 
that is Fame. 



RHYMES OF THE DAY. 

Q. E. D. 

How many times do I drink my beer ? 
Tell me how many flies there be 
In the atmosphere 
Of a new fall'n year, 
Whose bright and silky wings appear 

In the sunlight free: 
So many times do I drink my beer! 

How many times do I drink again ? 
Tell me how many drops there are 
In a foaming Stein 
Of the brew divine, • 
Extracted from the malted grain, 

And rich as the beam of a yellow star: 
So many times do I drink again! 



CROSSING. 
A stream and a ferry-boat, 

To sail the North River o'er — 
And merrily on we float 

To the opposite Jersey shore! 

There are dresses of cotton cloth, 
And of linen dusters a few, 

That laughs at the wary moth, 

And weareth the summer through! 

And the ferry-boats come and go 
Each day as the last before; 

And the same old crowd you know 
Cross over from shore to shore ! 

F. W. P. 
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S-h-h-h! — Boom! — Ah-h-h-h-h. — U. S G. 



Political Market Report. — Grant Stock 
has Gone Up. 



A Thing of Rhetorical Beauty is not a 
Joy from Michigan. 



Gra nt had better have stuck to his old orig- 
inal form of skin-game. 



Third Term Invocation— O Don, where is 
thy Sting; O Conkling, where is thy Victory! 



The streets of Washington, unlike the ave- 
nues of the place to which that cheerful city is 
compared, are not paved with good intentions. 



Scriptural Term Ticket- In Contradis- 
tinction to the Heathen Third-Termer, Ulysses. 
For President: J. ABRAM Garfield; for Vice- 
President: C. ABSALOM Arthur. 



A large sale of Dark Horses is announced 
to take place at Chicago during the current 
week. The occasion will offer many oppor- 
tunities of purchasing superior animals at very 
low figures. 



The graduating class at West Point has 
been let loose just in time, and its hair is of just 
the right length to enable it to take a hand in 
the deliberations of the Democratic Conven- 
tion at Cincinnati. 



Mr. Kelly's attitude towards the Cincinnati 
Convention is one of beautiful indifference. If 
they don't let him in, he will convene all by 
himself, outside, and it won't take him long to 
find out what he wants to do, either. 



Country "Board, we learri from the Herald, 
is offered to a single gentleman, in a retired 
neighborhood, one hour's walk from the station, 
in a quiet family. We reprint this announce- 
ment for the benefit of General U. S. Grant. 



It is interesting to the American tax-payer 
to read in the Democratic papers that the ad- 
journment of Congress is a regrettable and 
premature choking-off, the work of the partisan 
malice of a filibustering Republican minority. 

Editorial Remarks of the London Times 
on the Chicago nomination: " The Republi- 
can, or Locofoco, Party, in the United States, 
have nominated Chester A. Garforth, Esqre., 
of Ohio, Illinois, as their Candidate for the 
Presidency, to replace Mr. Rutherford B. Hawes, 
who has been impeached for habitual inebriety. 
This nomination is conceded to be a severe blow 
to the prospects of the Whig, or Democratic, 
Party, who now hold the administration of af- 
fairs, and who are under the leadership of Mr. 
W. G. Tilden, the Governor of Gramercy 
Territory, which lies at the confluence of the 
Swanee and the Salt Rivers." 



LEATHER! =fgffl 
Mr. U. S. Grant, having returned from an 
extended foreign tour, which he has made for 
the sole purpose of studying foreign improve- 
ments in the preparation of leather, is prepared 
to resume the business of 

Tanning and Dressing. 
(in which he has in former times succeeded in 
giving satisfaction to his many customers,) 

At the Old Stand. 
Mr. Grant begs leave to announce that Messrs. 
Roscoe Conkling and Don Cameron have no 
longer any connection with this establishment. 
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PUCK'S BILLET-DOUX. 

To U. S. G. 

E didn't say we'd take you, Grant: 

Despite Don's coaxing day by day, 
And Roscoe Conkling's everlasting rant, 
And foolish Third Term lay. 

You know we didn't want you, Grant; 

No word of ours gave such a thought. 
Why would you lorce the flat, decisive " Can't ?" — 

You surely hadn't ought! 

We dare say Poet Childs would make 

A business for you — here's a go! 
For Obit. Poetry's not bad to take 

Even at prices low. 

Or there's the Nicaraguan scheme 

You could be boss of if you'd try — 
And fire a mine under De Lesseps's dream, 

To knock Colon sky-high ! 

'* Republics are ungrateful ?" Well, 

Perhaps it is so:- -hence, therefore, 
Just let them go to thunder for a spell, 

Nor their ill-luck deplore! 

No, pray, no angry looks askance ! 

Don't call us false who owed not to be true: 
We'd rather answer " No " to fifty Grants 

Than answer " Yes " to you. 

We would be with you ever friends — 
No more; no less; and friendship's good. 

Only don't bother over Third Term ends 
And points well understood. 

Is it a treaty ? shall it be 

That which we can — not what we can't ? 
Here's friendship for you; but for the T. T. — 

No, thank you, Grant! 

Puck. 



THE DUELING BOOM. 

fHE ancient and more or less honorable 
practice of dueling seems to be in a fair 
way of regaining its ancient popularity. 
A well-developed dueling-boom has been started 
in Europe, and the cable has been busy for the 
last few weeks in scoring up duels at the rate of 
about three a day. 

The subject is interesting; and we propose 
to give our readers a little general information 
as to duels in general, and one or two notable 
duels in particular, which may be of value if 
the fashion spreads to this country. Dueling 
is a beautiful amusement, but wearing on the 
health ; and has fallen into disuse in the United 
States, because a great many profound thinkers 
have held that it is too much of an advertise- 
ment for the undertaking business to be a proper 
sport for gentlemen. There is a certain amount 
of truth in this: a noble pastime should not be 
degraded by even an indirect association with 
the vulgar interests of trade. 

But if there is going to be a genuine revival 
of dueling; if it is going to supplant polo and 
lawn-tennis, why, the sooner we go into train- 
ing, the better. It is pleasant to see that a 
couple of gentlemen down South have already 
made a neat little beginning. Mr. Elam called 
Mr. Smith's father a whangdoodle, or words to 
that effect, and Mr. Smith, boiling over with 
filial rage, asked Mr. Elam if he would mind 
stepping out into the suburbs of Richmond, 
Virginia, and indulging in a gore-picnic, with 
two other gentlemen and a surgeon. Mr. Elam 
replied that his opinions, publicly expressed, 
required of him that moderate sacrifice to con- 
ventionality. A convenient back-yard was 
found, and Mr. Smith converted Mr. Elam's 
chin into a bullseye by the insertion of a bullet 
in the exact centre of the bone. 

Mr. Elam's career as a conversationalist is 
thus temporarily interrupted, and he will prob- 
ably decline to be interviewed by anyone until 
he is positively obliged to reply to some ques- 
tions which a police-justice of Richmond is 
particularly anxious to ask him. 



PUCK. 



It must be admitted, however, that, while 
this duel is a very creditable affair for American 
novices, the sport is carried to perfection only 
in Europe. The inhabitants of 'the old world 
rarely make use of the pistol in their little ex- 
cursions of honor. The pistol is too uncertain 
and too energetic. You never know what a 
pistol is going to do when it goes off; and you 
often don't know what it has done if the bullet 
happens to hit you. This limits the fun of the 
game; and gives a man but small chance of be- 
coming an expert. Swords are the favorite 
substitute for the loud and ungentlemanly 
shooting-iron. By swords we do not mean the 
broad two-edged cleavers carried about in 
American masonic processions, nor yet the 
big, clanking affairs, which occasionally trip 
our gallant militia officers upon review days. 
The sword employed by the European duellist 
is a surgical instrument consisting simply of a 
plain wire, ground down to four sides ending in 
a fine point, and a basket-handle. Any well- 
bred European can fiddle about with these slim 
skewers, according to the rules of the game, for 
a good half-a-day. Finally one of the com- 
batants will claim that he has touched the other, 
a recess is taken, experienced surgeons examine 
the alleged victim with powerful microscopes, 
and, if the fact of an incision is proved, the 
demands of honor are said to be satisfied, and 
the whole company goes to breakfast. If no 
hole can be found, the contestants must resume 
their skewers and continue their calisthenics 
until one makes a visible aperture in the other's 
skin. Great care is taken never to touch the 
other man's face, and it is very rarely that 
the sport terminates in any unpleasant acci- 
dents. 

The latest struggle for the championship of 
the dueling business was the one between MM, 
Rochefort and Koechlin. M. Rochefort, better 
known as Roquefort, is the manufacturer of 
the popular Roquefort cheese. Mr. Koechlin 
taunted M. Roquefort with having made a for- 
tune in imitation Limburger. M. Rochefort 
responded that M. Koechlin could not pro- 
nounce his own name. Hence gore. The gore, 
in this instance, was supplied by M. Rochefort. 
A few minor contests have been held within the 
last fortnight, but none of any great importance. 
Count Karolyi has perforated another still more 
luxuriously-named and equally noble Hunga- 
rian, and the Prince de Santa Severinahas been 
gored by an adversary, but M. Koechlin still 
holds the championship, and, we understand, 
is about to issue an open challenge to all the 
world to compete with him in a six-days dueling 
match. 



IN PRESS -(VERY MUCH SO). 



History of the Ingenious Gentleman, 
Don Cameron of Pennsylvania (companion 
volume to Don Quixote de la Mancha), illus- 
trated with many etchings specially prepared 
for this edition by Hunkey Dory, among which 
may be mentioned: "First Sally" (not the 
Widow Oliver), " Watching of the Armor " (as 
Grant's Secretary of War), " Enlistment of 
Sancho Conkling," " Tournament of the Plumed 
Knight, " "Combat with the (Harrisburg) Sheep 
Flock," "Assault upon the (Chicago) Wind- 
Mills," etc., etc. The requirements in such an 
edition are: — The text selected should be the 
one best esteemed by impartial critics; the 
illustrations should be of the highest artistic 
merit; the typography, paper and binding 
should be of the best quality. The publisher 
trusts that in all these respects the edition now 
offered will meet with general approval. Sam- 
ples free. 



PUCK ON WHEELS! 



FITZNOODLE IN AMERICA. 




No. CXXX. 

MANHATTAN BEACH. 

Ya-as aw, Mrs. 
Fitznoodle and my- 
self have arwived 
in New York aftah 
our wathah pleas- 
ant wedding-twip. 
We should have 
pwolonged it con- 
siderably, but my 
wife's fwiends were 



extwemely desirwous that we should weturn 
he-ah, with a view to making pweparwations 
for spending the torwid season somewhere. 

Everwybody who, up to the pwesent time, has 
wemained in town, seems wejoiced to see us 
again, which aw is deuced gwatifying. 

Durwing our stay he-ah to weceive the addi- 
tional congwatulations of our fwiends, we oc- 
casionally while away the aw wearwy hours by 
venturwing down to a wesort on a stwip of sand 
called Coney Island, in the neighborwhood of 
the aw sea. 

This particulah summah waterwing-place is 
called Manhattan Beach, and is wendered we- 
markable by the existence of severwal verwy 
extensive wooden buildings, which wejoice in 
the name of hotels. There are long verwan- 
dahs all wound them, and all the stwuctures 
smell stwongly of fwesh paint. 

Our most wecent party consisted of my wife, 
Beaufort — the Duke fellah, ye know — Fitzwoy 
Somerset, and some Amerwican acquaintances. 

We first cwossed in a ferwy-steamah, then we 
took seats in a wathah uncomfortable wailway 
carwiage, and arwived at this Manhattan Beach. 

We wandered about the sands and inspected 
the stwange and almost stwictly Amerwican 
kind of bathing that was going on, which in 
many wespects was as good as a play. 

Then we split into differwent parties and 
listened to the instwumental music, which was 
performed by a considerwable body of musi- 
cians dwessed up in militarwy clothes, and 
seated in a large shed built somewhat in the 
style of an extwaordinarwily large oystah-shell. 
There was also an individual in pwivate clothes, 
who played solitarwy pieces on a bwass twum- 
pet - which, 1 think, is called by musicians a 
cornet a piston. 

As there were not many othah wemarkable 
attwactions to feast our eyes and ears on, aftah 
we had sniffed the bwiny bweezes, and wan- 
dered wound the verwandahs watching people 
eat and dwink, we wesolved to wefwesh our- 
selves in the same mannah, and faw this pur- 
pose were obliged to distwibute ourselves about 
the space devoted to wefectorwy purposes, and 
to endeavor to obtain some dinnah. 

It was a fwightfully difficult pwoceeding, 
and I think if the pwopwietahs were to dis- 
charge the whole wegiment of these waitah fel- 
laws, I am inclined to think it would be a gweat 
impwovement. These cweachahs seem to think 
that the world was cweated simply faw the pur- 
pose of supplying them with fees. 

Aw weally they are quite as bad as the most 
disweputable Bwitish or Fwench servant in a 
westaurwant — and an Amerwican usually pwides 
himself on his waitahs being a superwiah article. 

Many othah fellaws agwee with me in think- 
ing that it would be an admirable plan to for- 
bid these mercenarwy and boorwish, ill-bwed 
hewahs of wood and dwawahs of watah fwom 
weceiving fees in any shape or form, but faw a 
wegulah pwice faw attendance to be charged 
on the bill. This arwangement would pwobably 
do away with the pwesent verwy unsatisfac- 
tory state of things, and make the waitahs do 
their duty in a pwopah mannah to everwybody, 
or be obliged to hand in their wesignations aw. 
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PICTORIAL PUCKERINGS FOR THE CURRENT WEEK. 




THE INCREASING POPULARITY OF THE FRENCH NOVEL. 
The Ladies Want It, But They are Ashamed to Ask for It. 




KELLY AND THE CINCINNATI CONVENTION. 

A Prophetic Sketch by Puck's Special Artist Dispatched in Advance to the Field. 
"Oh, why am I out of this beautiful shindy?" 
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CORONACH. 




E is back from the routing, 

He's returned from Chicago, 
With his bombastic flouting 



And Third -Term farrago. 
In Senate appearing, 

'Mid sackcloths of sorrow — 
Yet there cometh no cheering 

For Conkling to-morrow! 

The hand of the scratcher 

Drops the lead-pencil ready, 
And the Anti-Grant snatcher 

Seeks employment more steady. 
The stump-speaker, gushing, 

Strikes the platitudes queerest - 
But our Roscoe was in flushing 

When blighting was nearest. 

High Jinks on the war-path 

(Where shot-guns are wanting) — 
Goliah of New Garth, 

Thy victories flaunting! 
Like the mouse on the mountain, 

Like the chip on the river, 
Like the soda of the fountain — 

Thou art gone -howsoever! 

F. W. P. 



BARBERS' CONVENTION! 



KNIGHTS OF THE COMB AND 
RAZOR IN CONCLAVE. 



CUTTING AND CLIPPING. 



WASH AND WHISKERS. 



Tonic and Tricopherous. 

SHA VING AND SHAMPOO. 



Bay Rum and Big Beards. 



SOAP AND SCISSORS. 



What They Did, and How They 
Did It. 



PUCK'S SPECIAL REPORT. 



ifitr ALL FOR TEN CENTS. «"^a 



if MER1CA ought to receive 
^■■aO^*/ the congratulations of the 
"f9H0HHh| civilized world, for Tam- 
^H5\ many Hall has at last been 
I^H^^HTv' \ devoted to a useful pur- 
^ffp- pose. A convention of 

Barbers has been held 
there, which has just successfully terminated 
its sittings. 

There were Barbers, Barbers' Assistants, and 
Barbers' Boys, not only from all the great shav- 
ing and hair-cutting centres, but also from the 
smaller villages of the Southern States, where 
three shaves can be had for five cents, with a 
glass of whiskey thrown in. 

This class of colored delegates appeared to be 
a remarkably fine and intellectual body of men, 
and they were cordially welcomed by their 
more aristocratic and influential brethren from 
the Northern and Eastern States. 

Among the distinguished members of the 
profession who were present were the venerable 
Professor Stubbly Scrape, Professors Cut and 
Court Plaster, Scraper Cheek, D. F., Deputy 
Professor of Stropping ; A. Powderpuff , Lecturer 
on "Wiping Off the Chin," and many others. 



The great convention was opened with pray- 
ers by the Revs. Henry Ward Beecher and 
T. De Witt Talmage. The supplications were 
to the effect that wisdom would be showered 
upon the followers of the noble profession of 
barbering, that they might never cut or scrape 
their customers or put strong bay rum on chins 
that were tender. 

Professor Stubbly Beard then delivered 
his address as President of the Association. He 
said the object of this Convention was to put all 
members of the noble profession upon an equal 
footing. It was to promote harmony among all 
classes: the fifteen-cent men, the ten-cent men, 
and the five-cent men. He would not dwell on 
the wonderful strides that had been made in the 
science of hair-cutting and shaving— not to 
speak of the sister-science of shampooing. The 
intermingling of thought was the characteristic 
of to-day— and in what way, he demanded, 
could there be better intermingling or inter- 
change of thought than in the meeting of mem- 
bers of the most useful and honorable profession 
of the age? In what science or profession, he 
would ask, had a more wonderful discovery 
been made than in the application of powder 
to the chin after shaving ? The process of extra 
softening of the beard by the application of 
more oleaginous lather was another remarkable 
triumph for modern barbermg. The decline 
in the use of pomade and oil for the hair, the 
popularization of the shampoo, the use of the 
whisk on the garments of customers, and other 
matters of minor importance, would, he trusted, 
be fully ventilated and discussed by the highly 
cultured and intelligent body of delegates 
whom he saw before him. Papers would also 




be read on a variety of subjects, comprising: 
"Hot and Cold Water in Shampooing," "The 
Therapeutics of Clean Towels," "Hollow- 
ground Razors," " The Effect of Scent Atom- 
izing on Different Classes of Customers," "Razor 
Notches and Blood-letting," "Alum as a Styp- 
tic," "The Philosophy of Waiting," etc., etc. 

Professor Stubbly Beard then called atten- 
tion to the enormous progress which had been 
made with regard to the financial condition of 
the profession. He was happy to say that few 
barbers of standing ever charged less than fif- 
teen cents to a professional caller for the ordi- 
nary operation of shaving and hairdressing, and 
thirty-five cents for hair-cutting. The charge 
for a shampoo occasionally varied. These were 
the ruling rates in what he might call the Civi- 
lized States, although even in New York City 
practitioners were found, he was sorry to say, 
who would shave for ten cents, and cut hair at 
a sliding scale of prices, according to the means 
of their customers. 

One of the objects of this Convention was to 
remedy this unsatisfactory state of things, and 
equalize the fees for different sections of the 
country. 

In the South, which was still suffering a re- 
covery, patients could scarcely be expected to 
pay these rates. 

These matters were all subjects that ought to 
receive the fullest consideration and settlement 
by the Convention, for by securing unanimity 
among the profession the health and happiness 
of millions would be secured. 

Remarks of Mr. Cokernutoil. 
Mr. Cokernutoil, a colored delegate from 
Savannah, Georgia, agreed in a great measure 



with the address of their honored President, 
Professor Stubbly Beard, but some points had 
been conspicuously neglected. For instance, 
the rights of the colored men had not been 
touched upon. If professional colored men 
shaved white men, should not professional white 
barbers, as a matter of etiquette, shave colored 
men, and also cut their hair? It might be urged 
that colored men's hair was not hair, but wool 
— yet, even admitting it to be so, the right of 
having it cut remained. 

Mr. Cokernutoil concluded an eloquent 
speech with a noble peroration, the last words 
of which were: " This yer thing, 1 guess, ought 
to be settled p. d. q." 

A lively discussion now took place as to 
whether Van Beil's Rock and Rye, Bay Rum or 
Jamaica was the best article. It was ultimately 
decided that all were very good in their way, 
but could not be used for the same purpose. 

Remarks of Master Dustem. 

Master Dustem, a youthful delegate and 
representative of barbers'-shop whisk boys, 
trusted that he was in order in referring to the 
grievances of the boys he represented. 

" I think," said Master Dustem, " that every 
patient ought to be made to give the boy five 
cents before leaving the shop. I frequently 
brush a patient's stove-pipe hat most carefully. 
I then attack most briskly his shirt-sleeves and 
the back of his vest with my whisk. I continue 
the attack while he is putting on his coat, and 
after all this profuse attention he frequently 
leaves without giving me a cent. 

Delegate Matlock, from Leadville, Colo- 
rado, objected to the question of whisk-brushing 
being considered by the Convention. 

Master Dustem contended that it was col- 
lateral with the objects of the Convention. 

Referred to Committee on Buckwheat Cakes. 

Delegate Brushandcomb. 

Delegate Brushandcomb, from aristocratic 
Cincinnati, the Paris of America, wished to 
bring to the notice of the Convention the 
surpassing excellence of the Electric Hair 
Brush. Not only will it restore the hair, prevent 
baldness, but it will, by the perennial supply of 
"odic force," cure headache, neuralgia, rheu- 
matism and gout, in rather less than rto time ; 
it could always be tested by — 

Delegate Clerical Error Stoughton, 
ex-Minister to Russia, rose to order. He said 
that, possessing as he did the most wonderful 
head of hair in the world, he wished to speak 
a word for his own Dynamo-Voltaic Comb — 
but he scarcely thought it within the province 
of this Convention to discuss the respective 
merits of hair-brushes, whether electric or 
otherwise. 

The subject was referred to Committee on 
Clambakes and Pig Iron. 

Remarks of Delegate Raspem. 

Delegate Raspem, from Philadelphia, drew 
attention to the necessity of new rules for uni- 
formity in shaving, and also spoke of the me- 
thods of getting rid of hair on the face. Seve- 
ral recent scientific works had pointed out that 
very satisfactory results had been obtained by 
dispensing entirely with shaving brush, lather 
and razors, and using instead an instrument in- 
vented by Professor Edison, called Tweezers. 
Each single hair was seized by the Tweezers 
and carefully pulled out. 

The Convention, he thought, was bound to 
recognize scientific discoveries, even if they 
trenched on regular professional methods. 

There were murmurs of disapprobation, but 
Mr. Raspem had no difficulty in getting the 
matter referred to the Committee on Foreign 
Relations. 

At this stage of the proceeding the Conven- 
tion adjourned to lager and pretzels. 
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PRIEZ POUR LE MALHEUREUX 



iELEGATED, ere you go 
To the Cincinnati Show, 
Light the frank incense and myrrh— 
Priez pour le Malheureux ! 

Pelton, nephew of his heart, 
Cease thy stupid, bungling part; 
No more shines his fame to blur — 
Priez pour le Malheureux ! 

Manton, man of hardened cheek, 
Purge thy soul of passion weak; 
Heed no more the vulgar slur — 
Priez four le Malheureux ! 

Weedy Smith, or Smithy Weed, 
Stay your everlasting greed; 
Mum's your word, and no demur—* 
Priez pour le Malheureux ! 

Watterson, of Louisville, 
Draw the long bow longer still — 
Shoot the opposition cur — 
Priez pour le Malheureux I 

Army of Sam Tilden stand 
Foot to foot, and hand to hand, 
All together, as you were — 
Priez pour le Malheureux ! 

Begum. 



TOO LUCKY. 



«_-0-_» (Continued.) 

IflKtfT Y situation was too solemn for slang ; 
^^^L but I did want to know what he was 
giving me for that pistol, and I asked 
him. He replied with perfect calmness: 
" Name yer price. " 

I thought this was carrying the diversion too 
far; and I undertook to close the conversation 
by saying: '' Well, sir, I don't propose to take 
less than one hundred dollars for that pistol; 
and my terms are cash. Moreover, this is my 
busy day, and I've got an appointment in ten 
minutes." I referred to my appointment with 
Death. But the ghastly levity which I at- 
tempted to throw into my tone did not affect 
my visitor. He pulled an oblong blank-book 
from his coat-pocket, a Mackinnon pen from 
his vest ditto, and began to write. 

I resolved to snub him by paying no atten- 
tion to him, and rolling my blood-stained 
corpse at his feet. 

I cocked the pistol. At the sound he looked 
up, remarked " 'T won't work," and continued 
to write in the blank-book. I noticed that he 
wrote in a rather labored fashion, like a man 
unaccustomed to pen and ink. 

" What won't work?" I asked him. 

" Pistol," he grunted, finishing his writing 
with a broad flourish and a gesture of relief. 

" Why won't it work?" I demanded, indig- 
nant at such an aspersion upon my property. 
I was not proud about the trunk, but I took an 
interest in the pistol. 

" 'Tain't worked," he replied, " sence 1804 
— the year of the jewel. " 

"What duel?" 

" What jewel? — why, snakes and sulphur, 
man! don't ye know what ye've got thar?" 

I stared blankly at him. 

"Well," he said, "I won't go back on my 
offer; but ye don't deserve the money. Look on 
the lock of that there shootin'-iron." 

I looked. 

" What do ye see?" 

I saw the initials "A. B.," and a many- 
pointed star, or rather a circle with a number 
of sharp projections upon its periphery. I told 
him so. 

" ; Look furder!" he said. 

I saw a date — 1804. 

"Well?" I said: "what does it all mean? 
Cut the explanation short, because I'm due in 
the happy land inside of five minutes." 

The stranger looked at me as he might have 
looked at an idiot. I did not like this. I 
wished to be regarded as a maniac. I consid- 



ered it more dignified. But he evidently thought 
me only a fool; for he answered me pityingly 

"Young man, that there pistol is the pistol 
with which Aaron Burr killed Alexander Ham- 
ilton, in the Elysian Fields, near Hoboken, 
New Jersey, in the year 1804!" 

" Oh, is it?" said I, quite unmoved. " Well 
now, if you'll go down the street for five min 
utes, and tell that to some other fellow, I'll add 
to the record of that firearm in the meanwhile 
It's got some more modern killing to do, just 
at present." 

" Not much it hain't," was the decided reply: 
" here's your check." 

He tore a sheet out of the blank-book, and 
handed it to me. 

" I calc'late ye know thet name!" he said. 

The name was William P. Crow ; and to the 
best ot my knowledge I had never heard it 
before. He smiled cheerfully when I told him 
so, and did not appear to be offended. 

" Well," said he, " mebbe you ain't; but it's 
pretty well known whar I come from, and it's 
got a powerful strong draw to it down 't Drexel, 
Morgan & Co.'s. You jes' take that check thar 
down to Drexel's, and see for yerself." 

I saw that he was in earnest ; and I began to 
realize that I possessed a treasure of antiquity, 
rich in a peculiarly valuable association with 
the early history of the United States. But what 
did this strange customer want of it? 

"Are you a collector?" I asked him: "a 
collector of curiosities ?" 

''I am, some!" he replied, proudly: "I 
allow I am jest about the boss in that there 
line. There are men older in the biz 'n I am ; 
but you can bet yer boots, stranger, there ain't 
many more enterprising. I'm what they call a 
Californy millionaire. At home I'm called a 
Pike as has struck it rich. Actooally, I'm from 
Nevada. I made my pile thar. Come East last 
Jenuary, with my wife — fine woman, sir — I'd 
like ye to know her — come East an' went in for 
style. Collectin' seems to be the boss hand 
jest now, fer straight style; so I'm collectin'. 
My wife goes in fer crockery — plates 'n' jugs 'n' 
sich — hangs 'em up on the walls. Got a — 
whatchercallum — Westville — yas ! Eastlake 
House— fine — I tell yer — come up an' see us. 
We're a-fillin' it chock full, fast's we can col- 
lect. Je-ru-sa-lem ! They used to call me 
Three-Ace Bill out thar in Nevada ; but I'm a 
Royal Flush now, bet yer life." 

I had his measure now; but I flung him back 
his check— that is, I handed it back to him. 
You don't fling checks at a six-foot gentleman 
from Nevada. In a few words I explained to 
him my situation. " I want to commit suicide," 
I finished; "and you can see for yourself that 
one hundred dollars isn't an adequate induce- 
ment to pause in the execution of my fell design. 
Whether I get through a hundred dollars in a 
week or a month, it makes little difference to 
me ; the fatal moment must come sooner or later. 
Seek not to stay my hand!" 

"I ain't," he replied, calmly: "I ain't 
seekin' to stay nobody's hand ! Suicide if you 
wanter; I ain't got no call to stop ye. All I 
want is to buy the reversion of that pistol. 
Anyway, you can't shoot yerself with that. 
'Tain't got no powder in the pin-hole, an' ye 
can't get none in. It's choked with rust." 

A hasty examination showed that Mr. Crow 
was right. I looked despairingly at the weapon. 
My friend helped me out with a suggestion: 

" I'll tell ye what I'll do. I'll swop pistols 
with ye. . I don't carry one myself, now — it 
don't seem to be good style ; but I'll go out 
and buy ye the blazingest new-fashion Colt's 
revolver y'ever seen; an' you can fire yerself 
off like a gentleman, and keep the check into 
the bargain. Pin it to yer shirt-front for the 
coroner to give ye a rousin' stylish plant. What 
say?" 

I said: "All right." 



The door closed behind Mr. Crow's broad- 
cloth, and I settled myself on the trunk and 
waited for his return. A more melancholy in- 
termission between the acts I cannot remember 
— not even in a temperance theatre. 

Yet, when next I -heard a knock at the door, 
the time seemed to have gone with peculiar 
rapidity ; and I began to realize that a firm re- 
solution to commit suicide ought to be carried 
out while warm, to have any spontaneity about it. 

The knock was repeated. Mr. Crow, I 
thought, had learned something more of the 
amenities of society during his brief absence; 
and I called out, " Come in." 

It was not Mr. Three-Ace-Bill Crow. The 
man at the door was a gentleman who can only 
be described by that vague adjective, portly. 
He was not a raw Westerner. That I saw at a 
glance. His double chin, his extensive waist, 
his generally unctuous and comfortable air, 
were all evidently the product of a high state 
of civilization. They indicated wealthy leisure 
and a French cook. This gentleman had a 
fortune, and he had lived on it for many years. 
I wondered, as I looked at him, and felt within 
me that even approaching Death could not 
obliterate the sensations due at breakfast time 
— I wondered whether he had ever thought of 
committing suicide. 

"Young man," said the stranger, impress- 
ively, as he paused on the door-sill: "You 
have—" 

I interrupted him: " I have the pistol with 
which Aaron Burr shot Alexander Hamilton, 
over in Hoboken, I forget the date. Now, how 
did you know it, and how did the other fellow 
know it ?" 

Strange that even the clammy hand of Death 
can not check curiosity. I felt naturally and 
healthily inquisitive. 

"Has he been here?" demanded the old 
gentleman, raising his umbrella towards heaven : 
"he crosses my path at every step. Young 
man, whatever that illiterate person from the 
West may have offered you, I will increase his 
bid by fifty per cent. I must have that pistol." 
I was enraged by this time: 
"You'll neither of you have it," I cried: 
" unless you explain to me, right here and now, 
how you came to hear of that pistol." 

" I saw it an hour ago at the pawnbrokers," 
the stout gentleman explained, promptly: 
"where I frequently go in search of specimens 
for my historical collection — of which you may 
have heard — the Billington collection—" 

Heavens! this was old Mr. Buckthorn Bill- 
ington, the father of my unresponsive adora- 
tion — the partial and approximate cause of my 
suicide — my prospective suicide. 

" I saw this treasure there," he went on: "I 
suspected its value, and, to assure myself, I 
rushed up to the Astor Library— which hap- 
pened, by some strange chance, to be open at 
the moment— to assure myself of the marks. 
You see, the burr was the great traitor's private 
sign ; and there appears to be no doubt that 
the pistol used by Burr in the duel was thus 
marked. It was his custom — page 398, vol. 6, 
Hickenlooper's Life of Aaron Burr. As soon 
as I had made certain of this, I hurried back 
to the pawnbroker's, and found that you had 
bought the treasure. He knew you — may heav- 
en bless him!" 

He did know me, that pawnbroker. 
"I hurried here," continued Mr. Billington, 
"hoping to have headed off my rival— that 
pestilent silver-miner who has come East to dis- 
pute with me my supremacy as the first histori- 
cal collector of New York. I thought I saw his 
demon form on the way; I suppose he also saw 
the pistol and went to the library to look up 
the authorities; but his defective education 
probably delayed him ; and I trust I am in time 
to tear this gem from his vandal clutches." 

[To be concluded.] 
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SHAKSPERE STUDIES. 



Romeo and Juliet— Act IV. 



The nurse finds, in each of the new cooks, 
an old crony ; crony-logical, in fact, as " they 
call for dates." — [Sc. 4. 

Chinese cookery obtained, for following the 
head cooks, with joints, poultry, etc., " enter 
servants with Spitz." — [Sc. 4. 



Knowing, as she did, Juliet's need of repose, 
the nurse affects surprise that her young mis- 
tress had drest in bed. — [Sc. 5. 

Forced to acknowledge that his daughter is 
really dead, the poor old man yet clings to the 
comfort of contradiction, and says: "Death 
lies on her." — [Sc. 5. 

The father calls his child a sweet flower; 
perhaps on account of her leaving, or ascent, 
or that she is become aroma amid the stars. — 
[Sc. 5- 

The apparently wealthy Capulets " O " for 
everything, and make an O, O, ful day of it. 
They croon: "O lamentable day!" till it be- 
comes a damentable lay. — [Sc. 5. 

The progenitor of the good priest is referred 
to only once, and then in the stage directions: 
" Friar Laurence and Par is with musicians." — 
[Sc. 5- _! 

Now that her daughter's thread of life is 
broken, and to sew lace cannot help her, Lady 
Capulet is quite anxious to perform this needles 
work. — [Sc. 5. 



PUCK. 

While Grief stands, statue-like, chilled to 
her marble heart with pity for poor Paris, be- 
reaved of his beautiful bride, the smiling imp 
of compensation peeps round the corner of the 
sculptured form and observes: "He skipped 
the mother-in-law!" — [Sc. 5. 

The friar, unable to check Capulet's loud 
grief, at last yields the point and tells him to 
" go in." — Sc. 5. 

While the heavens have lowered upon the 
parents, they have flowered the maiden's bier. 
-[Sc. 5. 

Peter asks the musicians: "Can none drum 
" Heart's Ease" ? and tries to snare them into 
another conundrum.— [Sc. 5. John Albro. 



They have Struck it in Paris ! The Petil 
Journal pour Rire announces : 

TO OUR SUBSCRIBERS! 
THE TEASE! 

A game new, replacing with advantage all 
the " games of patience" known upto present, 
is called to become the "grand attraction" of 
the day. He himself composes of a little ex- 
chequer of sixteen pawns numbereds; which 
themselves lend to some combinations without 
end. One can read, in the New York Herald, 
that some bets importants are engaged on the 
solution of such situation given. All recently 
yet, the Press Illustrated was offering a prize of 
500 francs to this-him who will find the solution 
mathematic of this game strongly attaching. 

We are in measure to make to profit our sub- 
scribers of this Novelty. To send 60 centimes 
in stamps-posts to the bureau of the Little Jour- 
nal for-to-laugh for it to receive franco in France. 




MORNING IN THE MARDIAN WOOD. 



"iTHIN the radiance of a misty life 
The martone spends his way of baleful strife, 
And, from the Wring fret-call of the wood, 
The abbe, in his droan and motted hood, 
Calls gaily to the wood-link in the vale, 
Whistles and "sanks his mead" as with a flail; 
While from the bough of some high-reaching pone 
Is heard the night-marsh's solitary moan. 
Now distant Phoebus breaks the giddy peak, 
And flauntering trees the little bushes seek; 
While from a gristling rock, wind-scarred and torn, 
Is heard the sound of Plainies' merry horn. 
The violets, with their modest look of woe, 
Seem breaking out with chirp and call and crow. 
See! from the vale the plow-boy comes apace, 
With such a merry look upon his face, 
As hard he leans upon his hurtling staff, 
And calls up echoes with his doleful laugh. 
A tant-pole hangs in folds about his neck, 
Which ever and anon the linnets peck ; 
The tree-gram gilds his crest of solemn hue, 
And all the world seems bursting out anew. 
How oft do we in guiltless hours' mood, 
Seem thinking how the mind is best renewed, 
And, with a mournful glimpse of what is past, 
Try to remember that it cannot last. 
As we grow young again in sin and crime, 
Alas! there seems to come to all a time 
When, like the tree-gram's plume of solemn black, 
The sins of future years come graveling back. 
But now the sun has burst the clouds apart, 
And life in wood and vale doth seem to start 
The linnet, tree-gram, and the wood-link grey, 
With night-marsh join and sing a roundelay. 
Moral. 

Thus have we seen that nature, calm and still 
Thro' the long night, can teach us what it will. 



LIGHT AND SHADE IN THE LIFE OF A TRAMP. 





JERSEY TRAMP. 
Monarch of All He Surveys. 



MASSACHUSETTS TRAMP. 
The Majesty of the Law Must Be Enforced. 
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ROMANCE AND REALITY — (REALITY IN 
BRACKETS.)* 

5J? ORGET thee! yes, when memory 
jjT/ Recalls no more the cloudless sky, 
\2^> (The weather there was never dry,) 
The rushing streams, the deep blue lakes, 
(Lagoons and ponds filled with snakes,) 
The shady dells, the tangled brakes, 
The purple hills, the mountains grand, 
The forests of my native land, 
(The country's flat "perara," and 
Without a bush as high's your hand). 

Forget thee ! Yes, when I forget 
The trysting-place where first we met, 
(Where both caught cold from getting wet,) 
That lowly cot where first I knew 
A mother's love so warm and true, 
(She used to spank me "black and blue,") 
The "infant prayers" she nightly said 
When I was snugly tucked in bed, 
(I've seen them since, to my surprise, 
In Mother Goose's Melodies,) — 
When these shall all forgotten be, 
Then I shall cease to think of thee ! 

When Memory from her throne is cast, 
(I hope she'll stick, though, hard and fast,) 
When this true heart is still at last, 
(I mean when Gabriel blows his blast), 
When the long grass shall sadly wave 
Above my lone, forgotten grave, 
(But length of days I fondly crave,) 

When " life's strange, fitful fever's o'er," 
(That is, when I'm at least six score,) — 
Then I'll forget thee — not before. 

J. C. Duval. 

A VERY OPEN LETTER. 

Galena, III., ) 
June 14th, 1880. j 

To the Editor of Puck — Sir: 

I learn with much regret and equal astonish- 
ment that my name was presented at the recent 
National Convention of the Republican party, 
held at Chicago, Ills., as a Candidate for the 
Presidency of the United States. How this 
ever occurred I cannot conceive. I can only 
attribute it to the ill-advised officiousness of a 
person named— -I believe — Conkling. 

I never thought for an instant of committing 
the crime of running for the Presidency a third 
time. I have always respected the traditions 
of my predecessors. I have always believed, 
and I believe now - more than ever — that to 
establish the precedent of a third return to a 
chair the occupancy of which is limited by 
constitutional provision would be to undermine 
a tradition whose moral influence on the coun- 
try cannot be over-estimated — the tradition of 
Legislation by Representation, which demands 
that the Executive power — the man who is the 
check on all legislation, as well as the instru- 
ment by which it is carried out — shall be sim- 
ply the incarnation of a popular wish, formu- 
lated during the four years of his predecessor's 
administration. 

I know, as well as any one else — as well as 
Mr. Dana of the Sun, even — that to elect a 
man three times to the office of President would 
be to set an example which would be followed 
some day with the most disastrous conse- 
quences. Do you think that of all the Presi- 
dents of the United States, I, who have twice 
enjoyed the highest testimonial of the people's 
confidence, would peril my country's future to 
gratify a mean personal ambition ? 

Far from it. If my name was presented at 
the recent Convention, it was without my know- 
ledge or consent. I scarcely believe that any- 
one really went so far as to place me in so false 
and compromising a position before the world ; 
but if anyone did, I can only say that it was 
wholly upon his own responsibility, and all bills 
should be sent to him. 


I learn that I am accused even of bribing 
delegates to vote for me. I wish to deny, most 
emphatically, any participation in such an out- 
rageous scheme. All delegates who were thus 
misled will have to settle it with Mr. R. Conkling. 
I remain, dear sir, yours very truly, 

U. S. G t. 

P. S. — Fred will call upon you in a few days. 
He has some little ideas for 1884. I don't 
know, myself, what they are ; but please treat 
the boy kindly, because he is a West Point 
graduate, and, I am sure, has the best interests 
of the country at heart. U. S. G. 

SURPRISING, BUT PLEASANT. 

j^^jf r. James F. Wenman must know by this 
gSapL time that our intention is to be quite 
fair to him. We think he is a poor 
public officer; because, since he has been at 
the head of his department, the parks of this 
city have been in uniformly bad condition. 
But we have always given him credit for the 
good he has done — even for the evil he has 
omitted to do. To-day it is our agreeable duty 
to give him a square, old-fashioned puff. In 
the first place, he has abstained from injuring 
Stuyvesant Square for several months. The 
empty places of the beautiful trees he has cut 
down last winter still mourn in their bareness 
that act of vandalism; but the surveyors who 
infested that place a while ago have done 
nothing worse than to lay out newer and more 
angular paths, which are being cut at the rate 
of one foot a day, and are at present impassable. 
That, however, is nothing ; and when we learn 
that Mr. Wenman has taken the first steps to 
remove that usurping nuisance, the Elevated 
Railway, from the Battery Park, we really begin 
to believe that the idol of South Street steve- 
dores is going in for the laurels and golden 
crowns of official glory. If he is, we will be 
among the first to subscribe for the coronation 
evergreens. 

HOW DID IT HAPPEN? 

^^*T is our pleasing task to make room for a 
HjK really funny and clever composition from 
^ an English comic journal. We beg our 
readers not to be too excited or alarmed at 
what will be a most unusual experience, for we 
admit that to spring such a thing upon them 
without giving at least a week's notice is rather 
a severe ordeal to which to subject them. 
(from the London Funny Folks.") 

THE VERY LATEST THING IN INDE- 
PENDENCE. 

[The editor of the Jtames's Gazette, in advertising his secession 
from the J?all Mall to start this new Jingo print, speaks of it as 
" an independent little paper."] 

Curse Gladstone's name on every page, 

And shriek when Chamberlain is mentioned; 
Find only Tory councils sage, 

And only Tories well intentioned. 
Use oil of vitriol to " dress " 

The shredded chat of each club-gaper; 
Throw in a jibe, and call the mess 

"An independent little paper!" 
Make Beaky's tinseled godhead shine 

With praises neither few nor scanty; 
Dance ever near the idol's shrine, 

A tipsy journalist-Bacchante ! 
Run on within a narrow groove; 

Be meek diurnal bow-and-scraper 
To " good society;" and you've 

"An independent little paper." 
In fine, see Tory soot so white 

That mortal optics scarce can bear it; 
See Liberal snow as black as night, 

And that of course will nicely square it. 
Out-Herod every Jingo sheet 

In recklessness of Party caper; 
Then coolly ask John Bull to greet 

"An independent little paper!" 


Haseltine.— They will admit her to the convention. 
C. Maverick.— Have patience yet a little, and you 
will know all. 

" • • ". — You are technically right; but the 

laws of perspective account for the discrepancy. 

Joseph H. R— y.-i: See Puck, No. 117, for June 
4th, 1879, this column, answer to E. C. Smith. 2: Gen- 
eral Grant is a poor man to interview just at present. 

Sylvan Drey. — We don't know anything about your 
contribution. This is the first time we have had the pleas- 
ure of meeting with your lively and peculiar orthography. 

Modest Inquirer.— We have no objection to letting 
you know who was responsible for the unsigned cartoon 
in our last number. It was a new artist, who has never 
before been introduced to fame. That picture was the 
greatest effort of his life, and, when he made it, he died. 

Lip-Chin. — You want us to " inquire of Fitznoodle, 
Esq., if in the picture of himself, which appears in your 
paper, at the head of his letters, the projection just below 
the moustache is intended to represent his chin or his 
underlip. If it is his lip, then where is his chin ?" It is 
his lip. We give you his chin a little lower down in the 
column. 

Aaron Isaacs.— Come, now, Mr. Isaacs, did you 
really think that we meant to imply approval of any mean 
persecution of the Jewish race, by a mere trivial skit on 
an absurd possibility of the Staten Island affair ? Fun is 
free, and we laugh at what is laughable, whenever we 
find it; but if the Jews never had a worse enemy than 
Puck, the Kingdom of Israel would be pretty comfortably 
established by this time. 

William Augustus etc. Jones, Washington. — If 
your letter was designed to make us believe that you in- 
vented that wearied, senile joke about " crow-cuss " and 
"mill-dam," it was a dead failure. We wouldn't believe 
Noah, if he came to this office, and said he made it. We 
are inclined to think that it was a collaboration of the 
pterodactyl and the megalosaurus, in some primeval pe- 
riod ending in ene. That's about the size of it. 

P. T ., Quebec. — When we get an offer like this : 

Quebec, March n, 1880. 

Dear Sir: 

Will you send me, please, your valuable paper for one year, 
will be agent for you in Canada; and if you have some money to 
collect in Quebec send me all your accounts and I will collect for 

you at moderate commission. \ P. T ., 

24 Sutherland Street, Quebec, 
we let it lie a month or two, and then respectfully de- 
cline it. 

A Fault-Finder. — We should sympathize with you 
if you had any ground for complaint. But your allowance 
of Puck literature has not been cut off by the press of 
advertisements. If you will use the faculty of observation 
with which kind Nature probably dowered you, you will 
find that whenever the business department oversteps the 
limits allotted to it, we do issue a supplement — that is, an 
extra sheet of four pages, which gives rather more reading 
matter than usual. We bind it in with the paper, and 
don't advertise it on every page; but it is all there, and 
you are in nowise skimped. 

Philadelphia. — We may be, in fact, we are, " the 
only independent paper in the country;" but we knew it 
long before you told it to us; so your little preliminary 
compliment didn't affect, to any appreciable extent, our 
judgement on your exquisite composition, to which we 
award the palm for startling ingenuity. It is not so much 
that you are almost alone in your brilliant idea of paro- 
dying the Policemen's Song from the 'Pirates of Penzance;' 
though that is something— but the utter unconventionality 
win* wuicii you nave pciiurmeu iiie rear merits our warm- 
est approbation. There have never been but two men 
who could discard rhyme and metre as you have done. 
One of them is Walt Whitman; the other is dead. We 
killed him last year. 




* Verses written to my sweetheart, Jenny Brown, on receipt of a 
bunch of 11 Forget-me-nots," with comments interpolated several 
years afterwards, when time had been given for cool reflection and 
the " sober second thought." 
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The Crown Tooth Brushes clean and polish the 
teeth. Bristles warranted not to come out. 
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OFFICERS, BUT NOT GENTLEMEN. 

fT is not so very long ago that the country 
was startled with the announcement of a 
brutal outrage upon the colored cadet 
Whittaker at West Point. We very clearly ex- 
pressed our opinion at the time that it made 
very little difference if the outrage was or was 
not committed. If not, the young charity 
soldiers were quite capable of doing it if they 
had the chance, as they have proved to their 
own and everybody else's satisfaction, over and 
over again. 

Now we are regaled with a one-sided shoot- 
ing affray between two sucking West Pointers, 
wherein one of these incipient warriors had a 
narrow escape of losing his life. This unpleas- 
antness, it is true, did not occur at West Point 
itself, but at a preparatory school for that insti- 
tution; but still it was, practically, as if it had 
taken place at the Academy itself. 

An unlicked Texan cub, who, in accordance 
with the manners and customs of his large, but 
primitive, State, carried a pistol, fired it at an 
Ohioan cub who did not carry a pistol. The 
Ohioan cub, in common with many of his com- 
rades, had been doing his best to annoy the 
young Texan savage, who, with savage instincts, 
retaliated, nearly killing the would-be hazer on 
the spot. 

Of course the Texan boy ought not to have 
been allowed to carry a pistol — and if he did 
carry one, he ought to have had sufficiently 
gentlemanly instincts not to have used it on 
small provocation. But one might as well talk 
of gentlemanly instincts in a Texan candidate 
for West Point as speak of ball-room etiquette 
in a bear. 

If the young Ohioan had known how to be- 
have himself, he would not have attempted 
anything approaching to the vulgar, barbarous 
horse-play called " hazing." But to expect a 
son of a petty office-holder to know anything 
of manners, would be like asking Messrs. Goss 



and Ryan to model their lives on Chesterfield- 
ian formulas. 

Our opinion regarding the class from whom 
our army and navy cadets are recruited is but 
confirmed. An Annapolis or West Point man 
is very rarely a gentleman by instinct or breed- 
ing. He may acquire a certain amount of 
polish by education and by mingling with peo- 
ple better than himself, but the cloven foot will 
peep out at some time or other, be he Admiral 
or General. He is usually vastly inferior to 
any army or navy officer of any European 
power. ' 

You cannot make a silk purse out of a sow's 
ear; and, so long as West Point and Annapolis 
are filled with the proteges of Congressmen and 
political hacks, so long will the boys have the 
same manners as their patrons, and, in course 
of time, become officers without being gentle- 
men. 

Indeed, the time may not be far distant when 
it will be considered as disreputable to associ- 
ate with army or navy officers as it is now with 
many clergymen, more lawyers, and all politi- 
cians. 



A Condensed Acquaintance, 

"Do I know him? Do I? Well, I should 
rather think I did. Lived eighteen months in 
his house during — lemme see— what year was 
it? Oh, yes — 71." 



The Right Man in the Right Place. 

We understand that Mr. Ryan, having suc- 
cessfully practised upon Mr. Goss, considers 
himself in proper training for a Manhattan 
Beach waiter, and will apply for the position 
immediately. 



PUCK ON WHEELS! 



THE OCEAN. 

rjJVH, shun the ocean's wave, unless you'd 
jjvj& waive 

Safety from sickness of the sea, and see 
Yourself so ill you'd gravely wish the grave 
Would ope, and wretched retching cease to be ! 
Some grassy lea you'd see upon the lee, 
And wish that you could land upon the land, 
Since all your food so freely seemed set free, 
But vainly you would come with such command, 
Unless the ship should strand upon some un- 
known strand. 

The seas, on seasonable days, hie high 
When mighty winds blow up the deeps below, 
And sea-foam's raised far up towards the sky, 
While wavelets into mighty billows grow; 
No mister then the mystery can know 
Of all that's hid beneath the hideous waves, 
To which, in vain, woe loudly cries out whoa; 
Without a caveat to ocean's caves 
Their prey unwavering waves sweep swift as if 
to graves. 

Some memorable days does memory bring, 
When almost at see-saw one saw the sea, 
Sometimes far skyward giant waves 'twould fling, 
Sometimes its breast as smooth as glass would be ; 
When rocked the ship with huge rocks on its lee, 
And gentle winds blew waves of blueish hue 
From every danger seemed the sea then free ; 
Yet, when o'er ocean blue the fierce wind blew, 
It's true, with wrecks the rocky shore swift did 
it strew. 

Oh, shun the ocean's breast, unless you'd breast 
Raw northern winds with their terrific roar, 
And meet the waves as they swell high and crest, 
And see its hungry maw gape wide for more 
Of human prey, though there's crore in its craw! 
O shun the ocean's tide, lest there betide 
To you some woe : safe shoar yourself on shore, 
And by some quiet brooklet ever bide, 
Where, in past days, some dainty maid sighed 

by your side. Arthur Lot. 
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GENUINE 

Brown's Ginger 

such as we knew in the Nur- 
sery. TAKE NO OTHER. 
Remember! There are MANY 
Counterfeits and Imitations. 

FREDERICK BROWN, 

PHILADELPHIA. 



A. FRANKFIELD & CO., 

JEWELERS. 
FINE GOLD & SILVER WATCHES. 
DIAMONDS & JEWELS. 

Corner 14th Street & 6th Ave. 



^QUEENX _ 

TABLE.X 
WATERS/^ /\f\> ■> 

S I IV /ANNUAL 



8,000,000. 



„ cautioht. . 

To insure obtaining the genuine 
ApoUinarls, see tbat the cork* 
bear the Apollinaris brand. 



Why don't they have an examination in 
color-blindness at West Point ? — Phila. Bulletin. 

Well, now, the question is, will a West 
Point cadet lie, or won't he? It is greatly 
feared that he w — . — Hawkeye. 

So many of Lorillard's horses have been 
scratched in England that one is led to think 
they have been running for office. — N. O. Pic- 
ayune. 

Bob Ingersoll, after all, is not quite an 
atheist. He believes in the efficacy of the red 
flannel shawl upon an audience of taurine emo- 
tions. — N. Y Telegram. 

A line in a Welsh poem reads: " Mi ganaf 

i chwi ganu am fy rwyrth Pete." We advise 

Pete to do nothing of the kind. It would be 
injudicious. — Norrisiown Herald. 

The Chicago hotel-clerk looks at the papers 
hastily in the morning, and not seeing any no- 
tice of his scarfpin, believes that the dark horse 
will be the candidate. — New York Herald. 

Swinburne, the poet, in one of his poems, 
once called the Prince of Wales " a thin worm 
crowned and curled." Wales is a pretty thick 
worm, now, and as bald as an anti-third-term 
Chicago Tribune article. — Disappointed N. Y. 
Commercial Advertiser. 

The arithmetic teachers do not now dare ask 
a third term question in arithmetic. One of 
them tried it the other day. Said she, "Johnny, 
what is a unit?" Said he, " My father says it 
is a dodge of Conkling's, and that he'll do as 
he pleases." — Boston Transcript. 

A gang of burglars were a burgling at Long 
Island the other day, and they stole a set of 
Appleton's Cyclopedia. This shows that there 
is a commendable thirst for knowledge among 
this class of night workers that has hitherto 
been unsuspected. No doubt these cracksmen 
came from Boston. When an enterprising 
burglar isn't burgling he likes to lie a bask- 
ing in the sun, with the Cyclopedia volumes 
him encircling, to read the books all over, one 
by one. — Detroit Free Press. 
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beautiful Fancy Cards, splendidly as- 
sorted, will be sent npon receipt of 25c. 
HAYEK, KERKEL & OTTMAKH, 
2S Warren St., New lork 



" Silence in Court," cried the Judge, " until I can pronounce 
Blackwell's Fragrant Durham Bull Smoking To- 
bacco, the very best Smoking Tobacco. Always reliable, uni- 
form in quality, full weight, never bites the tongue, and as 
sweet as the rose." 



Beware of Counterfeits and Imitations! 

BOKEB'S BITTERN. 

1 he best Stomach Bitters known, containing most valuable 
medicinal properties in all cases of Bowel complaints; a sure 
specific against Dyspepsia, Fever and Ague, &c. A fine cor- 
dial in itself, if taken pure. It is also most excellent for mixing 
with other cordials, wines, &c. Comparatively the cheapest 
Bitters in existence. 

L. FUNKE, Jr., Sole Agent, P. 0. Box 1029, 78 John St., N. Y. 



DOCUTA 



CAP8ULET8. 

Safe and reliable cure for Kidney Com- 
plaints, and Diseases of the Urinary Or- 

gans. Recent or Chronic. They will cure 

any recent case in seven days. The word Dof ntft is on every 
box. Price per box, with full directions, Capsulets (small size) 75 
cents. Capsules (large size) $1.50. At all Drug Stores. Mailed 
on receipt of price by B1TNDAS DICK & CO., 35 Wooster 
Street, New York. Circulars free. 



ANGOSTURA IilQ^UEUR, 

The finest and purest sweet Cordial in existence. 
Prepared by I>r. J. O. B. SIEGE KT A SONS, 

The manufacturers of the world renowned 

ANGOSTURA BITTERS. 

J. H. HASCOX, Sole Agent, 51 Broadway, .V T. 



D 



R. HURD'S NEURALGIA PLASTER MAILED ON THE RECEIPT 

of 25 cents. Address Dr. HURD, 32 Bedfoid Avenue, 
Brooklyn, N. Y. Postage Stamps Received. 



CarlESchultzs 

Carbonic. 
BeltersSfVichy. 

860 BROADWAY, N. Y. 

THE THREE STANDARD TABLE WATERS. 

Highly Sparkling and absolutely pure. 

Unsurpassed as diluents for wines and liquors. 

The favorite table drink of a host of families, including 
over two hundred of the principal physicians. 

For sale in all hotels, clubs, wine rooms and drug stores. 

Shipped in boxes of 50 large bottles to all parts of the 
country. 



LONDON 
HARNESS AGENCY, 

124 FIFTH AVENUE, 

Between 17th and 18th Streets, New York. 

E. M. EARLE 

Invites attention to his Spring importation of 
LONDON (WEST END) HARNESS, made of the 
best Oak-Tanned Leather, and Mountings in SIL- 
VER, plated by hand on German Silver, mount- 
ings in BRASS are solid, warranted to outwear 
anything made in this country. 

MR. EARLE is prepared to furnish a set of 
SINGLE, DOUBLE, TANDEM or FOUR-IN- 
HAND Harness, suitable for any style or weight 
of carriage. He will execute orders in three days, 
sending the Harness home, with Orests or Mono- 
grams, ready for use, and will guarantee satis- 
faction. 

BF" Saddles, Bridles, Horse Clothing, Driving 
Aprons of cloth to match lining of carriages, for 
gentlemen and coachmen, and Stable Furnishing 
Goods, Coachmen's Top Boots, Collars, Scarfs, 
and Liveries, all of the latest style and best ma- 
terial and workmanship, at much lower prices 
than are charged by City manufacturers for In- 
terior. 




909 BROADWAY, near 20th St. 

Delicious Fresh 

CANDIES 

sent to any part of the country on receipt of money. One Dollar 
per pound. Express prepaid. 



J. LUDOVICI'S 

AND 

PHOTOGRAPHIC 

GALLERY, 



CRAYON PORTRAITS 

A SPECIALTY. 



889 BROADWAY, Comer 19th Street. 

THOMAS LORD. 
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IllLESMUMMffi 

y(HAMPAGNES. 



Introduced in America in 1852. 
The genuine Jules Munun has a black necklabel bearing the in 
scription "JULES MUMM & CO., REIMS/' in gold letters. 
The corks are also branded with full firm name. 

THE CELEBRATED 

KRONTHAL 




which received First Prize and Gold Medal at Munich 1879, as the 
most wholesome and most palatable table water for daily use. 

I. SOMBORN & CO., 

SOLE AGENTS, 
12VESET? STREET, NEW YORK 




THE ONLY HOUSE IN THE UNITED STATES WHERE 
HUNGARIAN WINES ARE SOLD, WHICH HAS 
BEEN AWARDED FOR "PURITY" AND 

"SUPERIOR QUALITY" BY THE 
CENTENNIAL COMMISSIONERS, 1876. 
No connection with any other House in the United States. 




£ L. DE VENOGE, Z 

m 37 South William Street, New York. F 
□C GENERAL AGENT. #- 
I— For Sale by all the Principal Wine • 
Merchant* and Oroccrs. 

A. STOECKLEIN, 

318 Grand Street, bet. Allen & Orchard Sts. s New York, 

IMPORTER OP 

RHINE, FRENCH & SPANISH WINES, 

ALSO, 

Ohio, California, Missouri, Delaware and Virginia 
Wines; Genuine Port and Sherry Wine*; 

AS WELL AS THE 

BEST BRANDS OF COGNAC 6c CHAMPAGNES. 



HE RECKONED HE DID. 

It is not intended that some men shall marry 
peacefully. Bill Skittles lives in South Arkan 
sas. For the past six months he has been study 
ing for the ministry, and it occurred to Bill 
several days ago that just before instituting a 
revival it would be a good thing to get married 
He mentioned the subject to a young lady, and 
asked her to share his ministerial melancholy 
and hilarity ; but the young lady said she had 
promised to marry Zeb Monk, the professional 
well-cleaner of the neighborhood. 

" Oh, well," said the minister, " I am pretty 
well acquainted with Zeb, and I don't believe 
he'd kick." 

The young lady finally agreed and the wed- 
ding day was fixed. 

Grand preparations were made. The girl's 
brothers had caught a couple of 'possums, and 
the old lady had baked an immense sweet 
potato-pie. The Justice of the Peace had ar 
rived. The parties took their places. The 
Justice proceeded with the ceremony, when 
Zeb Monk walked in and demanded : 

" Let up thar, boss. Say, cap'n, turn that 
gal loose." 

" I reckon I won't," replied Bill. 

" Well, then," said Zeb, drawing a revolver, 
" I'll kinder resort to extremities." 

" See here," remarked Bill, " are you in 
earnest about this thing?" 

" I reckon I am.'' 

"Do you mean hog's head and turnip- 
greens ?" 

" I reckon I do." 

"Right down to corn-bread and cabbages?" 
" I reckon it is." 

" Well, then, you can take the gal. It was 
only sweet milk and pie with me; I'm in fun. 
I had a new pair of trousers and didn't know 
what to do with 'em. Come a little closer. Is 
it spareribs and backbones?" 

" I reckon it is." 

" Then I know the gal is your'n." And with 

a slight change in the license, the marriage pro- 
ceeded. — Little Rock (Ark.) Gazette. 



One of our most enterprising stockbrokers 
had occasion, a few days since, to call on a 
customer for additional margin. He had pre- 
pared himself for almost any excuse which the 
man might offer for delay, but he confessed 
himself quite unable to cope with the ingenuity 
which inspired the following reply: " My dear 
fellow, that's all right. Why, bless your heart, 
I'm so anxious to accommodate you that I've 
sold a piece of property worth #ioo,ooo; but 
my aged grandmother has an eighth interest in 
it, and just as she was going to sign the deed 
she had a stroke of paralysis. Just my luck!" 
— Hour, 



PUCK ON WHEELS! 



That furred tongue, bad tasting mouth and miserable feeling 
says you need Hop Bitters. 



ReUIOTfd SeHALL * CO., Ornamental 

-T fV* r\ Confectioners, from 388 Pearl St. to 

their new building, 61 Barclay St. 

MARTIN KEPPLER. 
MINA SCHALL. 



"Puck" Liliputian Safety Razor 




IS WARRANTED 

To Shave Clean 

WITHOUT 
CUTTING THE SKIN 

H. B. CLAFLIN & CO., 

14© ChnrchSt., 

NEW YORK, 
Sole Agents for the 
United States. 



John Mtner, Patentee, 

1298 Broadway, N. Y. 



IMPORTATION IN 1879, 

49,312 CASES, 

OR 

22,526 Cases MORE 

than of any other brand. 

CAUTION. — Beware of imposi- 
tion or mistakes, owing to the great 

similarity of caps and labels, un- 
der which inferior brands of Cham- 
pagne are sold. 

In ordering G. H. MUMM & CO.'S 
Champagne, see that the labels and 
corks bear its name and initials. 

FRED'K. DE BARY & CO., 

New York, 

Sole Agents in the U. S. and Canadas. 



A. WEE1TEIL & CO., 

3()8 Broadway, 3V. Y. 

(A. Wernek, formerly with G. H. Mumm & Co., Reim* th well- 
known Champagne House.) 

Vintage 

1878 



Just out. 



Compares favorably with either Piper Heidsieck or MUMM 
EXTRA DRY. 

"THE AMERICA" 

EXTRA DRY CHAMPAGNE. 



RUINART, 



Established 1729 CHAMPAGNES. 

Connoisseurs pronounce recent shipments of these Wines to be 
jnequaled in quality. 
Tenenay, dry, full bodied, rich flavor. 
Carte Blanche, Fruity, delicate flavor, not too dry. 



DODGE, CAHHETEB & CO., 

16 Cortlandt St., Sole Agents tor the United States. 



HOTEL BRIGHTON, 

Coney Island, 
T. ZEE. ZB^ESHjUST, 

NOW OPEN. 



MOITZCO VILLA, 

148th St. and St. Nicholas Aye. 

THE LEADINC 
FAMILY HOTEL AND ROAD HOUSE IN NEW YORK. 

LOUIS SCHWARTZ, Proprietor. 



C. PFAFFS RESTAURANT, 

9 W. 24th Si near Broadway, N. Y. 

Breakfast from 7 a. m. to 1 p. m . 50 cents.— Table d'hotefrom 
5 — 8 p. H. $1.00, incl. H bottle wine. 

Meals at all hours. Furnished rooms to let. 



PUCK. 



The snobbishness of the nouvelk elite in 'Frisco 
has become a well-worn theme, but we think the 
following anecdote " out-Herods Herod" in 
parvenu snobocracy. Among the acquaintances 
of a Taylor-street magnate was a representative 
of the ancient State of Virginia, who prided 
herself upon her F. F. V., inwardly considering 
she was the one who paid the compliment in 
calling, and was not the one complimented in 
being received. But one day, soon after the 
ascendancy of Nob Hill aristocracy, she was 
amazed, on presenting her card at the Taylor- 
street mansion, to find the servant inspect her 
from head to foot, and then return her card 
with the remark: "My mist'ess's orders are very 



strict, mum ; sorry can't admit you to-day, but 
we don't receive people twice in the same cos- 
toom." How is that for style? Another resi- 
dent of the same locality, when revising her 
visiting list on her husband's sudden accession 
to some unexpected bonanza, struck from it the 
names of those ladies she had previously known 
who did not own carriages, remarking: "One 
must draw the line somewhere." What was her 
delight, a short time afterwards, at seeing drawn 
up before her door the carriage of a lady whose 
acquaintance she was more than anxious to cul- 
tivate, but her annoyance and chagrin was un- 
bounded at receiving from her servant's lips 
the message: "Mrs. Elite's compliments, and 
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she has sent her carriage to call on Mrs. Cash." 
Who can say she was not served perfectly right ? 
— S. F, Nam-Letter. 

He was dressed like a working man, and was 
undoubtedly a house-painter, but in the mean- 
time he gazed intently at the beautifully trim-' 
med tail of the mule. An idea struck him, 
and, turning to the driver, he said: " I know 
how you can make a quarter." " How so ?" 
asked the driver. " When nobody is looking 
you cut off that mule's tail and I'll give you a 
quarter for it. It would make a splendid paint- 
brush. " The driver said it was not his mule. 
— Galveston News. 



DH SCOTT'S ELECTRIC HAIR BRUSH, 



A REMARKABLE INVENTION. 

Which has won its way to Royal favor in England, been cordially endorsed by 
the Prince and Princess of Wales, and written upon by the Rt. Hon. W. E. 
* c5 Qladstone, is now brought to the notice of the American Public. It cures 
by natural means, will always do good, never harm, and is a remedy 
" sting for many years. It should be used daily in place of the 
ordinary Hair Brush. 

IT IS WARRANTED TO CURE NERVOUS AND BILI- 
OUS HEADACHE, OR NEURALGIA, IN FIVE MIN- 
UTES. POSITIVELY REMOVE SCURF AND DAND- 
RUFF, PREVENT FALLING HAIR AND BALD- 
*V NESS, WHILE PROMOTING A HEALTHY 
AND VIGOROUS GROWTH OF THE HAIR. 
IT ALSO GIVES IMMEDIATE RELIEF TO 

% 



THE WEARIED BRAIN. 




Mentone, 
Feb. 16th, 1879. 

"The Hair en 
tirely ceased com- 
ing out, and Baldness 
was averted." 

[Extract — letter from 
Lady Sheffield.] 



IT NEVER FAILS 
TO PRODUCE A 
RAPID GROWTH 
OF HAIR ON 
BALD HEADS, 

where the Glands and 
Follicles are not totally 
destroyed. 

Proprietors: The Pall Mall 
Electric Association of 

London. 
NEW YORK BRANCH : 
842 Broadway. 



Over 7000 similar Testimonials 
have been received. The original: 
can be seen at cur Office. 



"Over 1,300,000 in use, an honest remed 
worthy of all praise." — British Medical Index. 



9 Goodwin St., Bradford, England, \ 
Dec. 19th, 1878. J 

" My Aunt writes me they are the greatest blessing to her, as in all cases they 
relieve her at once. My hair is growing rapidly, the bald place being quite covered. 
I do think you ought to make these things known, for the benefit of others, as I am 
convinced it is the best Hair Renewer yet put before the public. 

Yours truly, J. Jewett." 



London, January 4th, 1879. 
The Hon. Mrs. Locke deems it 
a pleasure and duty to state 
that they have never failed in 
her case, and many other 
cures have come under her 
observation. She also 
finds them most bene 
ficial for the Hair, it 
being greatly im 
£V proved by their 
c5 . use 

\ 



Longfleet, January 21st, 1879. 
" I have never known them to fail in curing a bad headache. They are an excellent 
remedy for Scurf or Dandruff, with which I was troubled, but am now cured. 

Yours faithfully, W. G. Williams, Chemist." 



[From the London Perfumer s*and Hair Dressers Gazette.] 
"We have personally seen most remarkable cures of Baldness effected by their use.' 



[From Allen Pearce & Co., Wholesale Druggists.] 

Bristol, England, February, 1879. 
'The effect was really astounding, removing the pain after a few minutes. As far as real ' 



they are worth a Guinea each." 



A BEAUTIFUL BRUSH, 



PURE BRISTX.ES, WOT WIRES!! 
Sent post-paid 011 receipt of $3.00. Money re- 
turned if not as represented. 



VAN BEXL'S 

"RYE AND ROCK" 

is the best Tonic yet discovered and is a sure cure and preven- 
tive of 

MALARIA, LUNG, THROAT ail VOCAL 

DISORDERS. 

Kecommended by leading Physicians and adopted by the 
Clergy and other Professionals. 

PRICE $1.00 PER LARGE BOTTLE. 

Ask your Druggist or Grocer for Van Beii/s " RYE and 
ROCK," and it not for sale in your town, send us $1 28 
and we will forward a sample bottle (charges paid) by Express 
to any Express Station East of Mississippi Biver. 

N. VAN" BEIL & CO., 

842, 844 and 846 BROADWAY, NEW YORK. 



Genuine " RYE and ROCK" li for sale only in 
bottles and must have this signature on label. 





All remittances should be made payable to GEO. A. SCOTT, 842 Broadway, New York, 
nials sent post-paid on application. 



Pamphlet of Testimo- 



NEW 'YORK, 

Have on Sale a Large Purchase of 

(JOB LOT) 

FOULARD, LOUISIHE, 

AND OTHER 

SUMMER SILKS, 

At a Little Over Half Their Value. 



JOSEPH GILLOTTS 

STEEL PENS 

SoloByALL 0£AL£HS rHROt/GHOurrHEWORLO, 
fc LB MEDAL PAftI S £XPGS.T.0~-I873. 
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PUCK. 




convBiSBnra. 

IHPOBTIES USB KAHWAOTBMKI Of 

Gentlemen's Hats 

174 Fifth Ave., 179 Broadway, 

irrwiMN aid * 23rd Streets, Near Cortlahdt Street 

NEW YORK. 



EARL & WILSON'S 

C. C. & R. S 




FANCY SETS, 

CONSISTING OF 

COLLARS, CUFFS, AND 

REVERSIBLE SCARFS, 

MADE OP HANDSOMELY DESIGNED 

FINE FRENCH PERCALES. 

FOB SALE BY ALL FIRST-CLASS RETAIL FURNISHING 
GOODS DEALERS THROUGHOUT THE 
UNITED STATES. 



KEEP'S SHIRTS, 

GLOVES, UMBRELLAS, UNDERWEAR, &c. 

Samples and Circulars mailed free. 

KEEP MANUFACTURING COMPANY, 

1299 Broadway, bet. 33rd and 34th Sts. 1 „ v ( 34I Fulton St 
637 Broadway. J ■) Brooklyn. 



J. H. JOHNSTON, Jeweler, 

150 Bowery, If. T. 

Headquarters for the purchase and sale of 
DUPLICATE WEDDING PRESENTS. 

Wanted: 5000 ounces Silverware, highest price paid Good- 
refinished and sold below wholesale rates. Watches by instal 
ment plan. Diamonds und Jewelry below wholesale rates. 



-Es»t&l>llsiiea 1S38. 

PACHTMANN & MOELICH, 

Importers, Manufacturers and Dealers id 
Watches. Diamonds, Jewelry 
Sulla Sliver * Plated Wares 

363 CANAIj STREET, 
Bstw. S. 6th Ave. t> Wooster St., HEW 70BE 

Bargains in every department. 
American Watchen, »7. Stem Winder!, (13 
holid 14 k. Gold American Stem Winders, $60 
I G!™ "! 8t » d8 . »"d upwards. Weddin, 
I Kings, and upwards. 

r The largest assortment or Jewelry at lower 

prices. 

rnnn? e SST S ? C X"2. d « cri P«on neatly executed. 

good.', Sent c. o. d. to any part of thk v. s. 

Send for Price List. 




Waldstein, Expert Optician, 

known in Vienna, Paris, St. Petersburg and London for up 
wards of a Century, and in New York for forty years. 

Eyes fitted with suitable glasses. Consultation, inquiry and 
correspondence solicited from those, whose sight is impaired. 

Only the finest Optical Goods kept on Stock, which the Publi. 
are respectfully invited to inspect. 

WALDSTEIN, 

41 Union Square, Cor. Broadway and 17. Sir. 



" Yes, Elfrida," says the Hawkeye, tearfully 
" this is a world of transitory things. Every 
thing changes in this world, except the circus 
and Mary Anderson's age." 

Census-takers are to be paid by the num 
ber of names they collect, and several men 
have declined the job in the town where Alva 
rado Buoncompagni and Higalmar Zabrieskow 
atschiyera reside. — Boston Post. 

Barnum has sworn his circus is worth only 
$60,000, but even that is a good price. We've 
seen circuses that weren't worth two cents. 
Besides, you must bear in mind that Barnum 
was laboring under the excitement of talking 
to a tax collector. — Boston Post. 

"Do you think a man can run a circus and 
be a Christian?'' asked the serious man. "Well 
I don't know— yes." " Do you think Barnum 
for instance, can go to heaven ?" " I think he 
has a good show," was the rather equivocal 
reply. Strange that some men can never be 
serious. — Boston Transcript. 

And now the Oilymargarine manufacturers 
have taken the wind out of the sails of thei 
persecutors by gravely announcing that here 
after they will prosecute to the full extent of 
the law all imitations of the color and appear 
ance of their wares by the constructors of "ordi 
nary boarding-house " butter. This is as it 
should be, and it looks now as though the pa 
tient, down-trodden hash-chewer of the toiling 
masses was at last sure of some protection.— 
San Francisco Post. 

A sculptor's wife had her husband arrested 
in Cincinnati the other day for assault and bat- 
tery, because, as she testified, on the occasion 
of her going to his studio to inform him that 
the woman across the way had eloped, he 
struck her in the face with a huge mass of mud. 
The sculptor explained that the occasion re- 
ferred to was the first time for years he had 
seen a pleasant look on his wife's face, and 
therefore he hastened to take a clay cast of her 
features, so as to catch the expression for use 
on a bust he intended to model. The court 
dismissed the case. — San Fvaticisco Post, 



Oh, why will you let that invalid friend suffer that Hop Bitters 
fill so certainly cuie. 




VIBEOTYPE. 

Patent granted March 16th, 1880. 

Um die der Portrait -Photographic anhaftenden Man- 
gel der UeberschSri'e und Harte zu beseitigen, hat man 
seit Jahren Experimente gemacht, ohne ein befricdigen- 
des Resultat zu erzielen. 

Der Vorwurf, dass die Photographie zu viel Gewicht 
auf das Unwesentliche ira Kopfe lege, ist vollkommen 
gerechtfertigt; en wird dies durch die Eigenschaft der 
Linse bedingt, welche iiu Gegensatz zu liem Kilnstler- 
auge ein Bikt hervorbringt, bei dem eine Menge un- 
wichtiger Details die Hauptsache erdriickt. 

Man news Verfahren, den zu Portraitirenden durch 
eine Schicht heisser < vibrirender) Luft zu photographi- 
ren, beseitigt diese Uebelstiinde und liefert ein Bild, 
welches charakteristische KOpfe mit markirten Ziigen 
Gesichter mit Sommersoroseen, aber besonders iiltere 
Leute vollkommen weich und klinstlerisch orschelnen 
litest, und das die Aehnlichkeit schadigende Retouchi- 
ren auf ein Minimum reduzirt. 



PORTRAITS, 



MADISON SQUARE, i23d St.) 



NEW YORK. 



BRANCH: OLD P. 0. BLDG., Nassau St., cor. Liberty. 

Erhielt die hochsten Pramien in 
WIEN, PARIS, NEW YORK und PHILADELPHIA. 



PUCK ON WHEELS! 




HOSIERY. 

Novelties just received, French Lisle Hose, 
beauliful Embroidered in " Polka Spots," of 
"Black," "Pink," "Pale Blue," and "Purple." 
Also, Silk Hose, " Amethyst," " Fawn," 
" Danube," " Sage," " Scarlet," &c. 



Broadway & 19th Street. 




LADIES' OUTFITTING DEPARTMENT. 

Ladies' Morning Wrappers of White and Color- 
ed Muslins, Plain and Embroidered White Lawn 
and Cambric Suits. Misses' Pique and Embroi- 
dered Muslin Suits, Misses' Uls»ers and Sacqucs, 
French Pique and Muslin Wash Hats and Caps 
for Children. Ladies' Woven and Flannel Bath- 
ing Suits, Zephyr Corsets, Paniers, etc. French 
and American Underwear in every variety, 
ready-made or to order. 



Broadway & 19th Street. 





The latest styles and largest assortment of FINE 
PARASOLS for all purposes in the city. Im- 
ported and American Sun and Rain Umbrellas 
of the best makers. 



Broadway & 19th Street. 



A. Weidmann & Co., 

Nos. 244 & 248 Grand St., New York. 
THE LARG-EST ASSORTMENT OF 

4th JULY ARTICLES 

(wholesale). 

BANNERS, BALLOONS, LANTERNS, EIRE 
WORKS, EIRE CRACKERS, TORPEDOES, TOY 
GUNS, TOY PISTOLS, TOY REVOLVERS, &c. 

tW Catalogue on application, -g» 



HEAPEST BOOK-STORE & 

175,672 NEW and OLD Standard Works in Every 
Department of Literature. Almost given away. Catalogue 
of General Literature and fiction free. Immense Inducements to 
Book Clubs and Libraries. 

LECCAT BROTHERS, 

3 BEEKMAN ST., OPP. POST-OFFICE, NEW YORK. 



DENTAL OFFICE 

ow 

Philippine Dieffenbach-Truchsess 



162 West 23rd Street, bet. 6th and 7th Avenues, N. Y. 

Late 389 Canal Strut. 



MANUFACTURER OF 

UKAND, SQUARE and UPRIGHT 



Prices reasonable. Terms eaty, 

WAREROOMS, 

5th Ave. and West 16th St., New York. 



14-Stop ORGANS 

stool, book & mii s ic, boxed & shipped only $85 00, 
New Pianos $195 to„$l t 6O0. Before you buy an 
instrument besure to see his Mid-summer offer illus- 
trated, free. 

Address DANIEL F. BEATTY, Washington, N.J. 

MATHESIUS & FREY, 

Manufacturers of 

CABINET 

FURNITURE 

Upholstery, Decorations, Ac, 

at Prices to suit the times. Every Article guaranteed. 
No. 1567 & 1569 Broadway, cor. 47th St., N. Y. 




MANUFACTUREK OF 

AETISTIC FUKNITUKE, 

IN LATEST STYLES AND FINISH. 

Retailing At 

MANUFACTURER'S PRICES. 

FRESCOING AND WALL PAPERING DONE. 
OFFICES TASTEFULLY FITTED UP. 

WAREROOMS AND MANUFACTORY, 

96 and 98 East Houston Street, N. Y. 

STATION OF THE N. Y. ELEVATED RAILROAD (EAST SIDE) 
AT THE ENTRANCE. 

THE WILSON PATENT 

Adjustable Chair, 

WITH THIRTY CHANGES OF POSITIONS. 

Parlor, Library, Invalid Chair, 
Child's Crib, Bed or Lounge, com- 
bining beauty, lightness, strength, 
simplicity and comfort. Every- 
thing to an exact science. Orders 
by mail promptly attended to. 
Goods shipped to any address, C. 
O. D. Send for Illustrated Circu- 
lars. Quote Puck. Address the 
WILSON ADJUSTABLE CHAIR MANUF'G CO., 661 Broadway, N. 7. 




Comfort, Durability, 
Lightness and Elegance. 

THONET 

BROTHERS, 

Inventors and Manufacturer* 
OF THB 
World Renowned 

AUSTRIAN 

BENT WOOD 

Furniture. 

Principal Depot for thh 
United States: 

814 Broadway^ 

SEW YORK, 

ESPECIALLY ADAPTED FOR 

HOI ELS, RESTAURANTS, CAFES, etc. 

Frlce Lists and Circulars Gratis, 




PUCK. 

N'IMPORTE. 
We all have motives, good or bad, 
Such as at times e'en you have had, 

O smooth-tongued citizen! 

For, just as other men, 
You're far from perfect, and I'm glad 
To find at this you don't get mad, 
Which would indeed be very sad 

A thing for me to pen, 

And quick have struck 
From tell-tale type, so every cad, 
Or cynic braced with liver-pad, 

Could swear exactly when 

You swore like troopers ten — 
The practice vile of frauds, bedad ! 

Cartooned by Puck. 
— Erratic Enrique, in N. Y. Daily News. 

It is possible that Cadet Whittaker may be 
retired on half pay, on account of wounds re- 
ceived in service. — A T ew Orleans Picayune. 

There are now about 200,000 Christians in 
China, and they can soon begin to send mis- 
sionaries to the United Slates. — Boston Post. 

The attitude of Greece at this time recalls 
Byron's famous line: " 'Tis Oily margarine, but 
living Oilymargarine no more." — N. Y. Com- 
mercial Advertiser. 

A correspondent asks us how dogs should 
be clipped. As this is the season when dogs 
are clipped, we give the recipe in full. First 
obtain a dog; then get a good large hickory 
club. Prepare your dog by tying him to a 
post, and then clip him over the head with the 
club about five hundred times. — Oil City Derrick. 

PUCK ON WHEELS! 

IMPERIAL GERMAN MAIL 

North German Lloyd 

STEAMSHIP LINE 

BETWEEN 

New York, Southampton & Bremen. 

Sailing every Saturday. 
Company's Pier, foot of Second Street, Hoboken. 

GENERAL WERDER Wednesday, June 16th. 

ODER Saturday, June 19th. 

MAIN Saturday, June 26th. 

WESER Wednesday, June 30th. 

Rates of passage from NEW YORK to SOUTHAMPTON, 
HAVRE, or BREMEN: 

First Cabin.. $100 | Second Cabin $6< 

Steerage, #30. 

Return tickets at reduced rates. Prepaid Steerage Certificates, $ 28 
OEK.RICBS * CO., General Agents, 
No. 2 Bowling Green. 

CTJNARD LINE. 

L4NE KOIITE. 

New York to Liverpool and Queenstown. 
Passengers embark from Pier 40, N. R. N. Y. 

SCYTHIA Wednesday, June 16th, n A. M. 

ABYSSINIA Wednesday, June 23rd, 3 P. M. 

GALLIA Wednesday, June 3cth, 11 A. M. 

BOTHNIA Wednesday, July 7 th, 3 P. M. 

And every following Wednesday. 

BATES OF PASSAGE. First Class, $80 and |ioo according to ac- 
commodation. Return Tickets on favorable terms. Tickets to 
Paris, #15, additional. Steerage at very low rates. Steerage 
Tickets from Liverpool and Queenstown and all parts of Europe 
at very low rates. For Freight or Passage apply at the Company's 
Office. No. 4 Bowling Green. 

CHAS. G. FRANCKLYN, Ag-ent. 

MANHATTAN BEACH, 

VIA BAY RIDGE. 

The steamer D. R. MARTIN will leave Pier No. 1, foot of 
Whitehall Street (terminus of the Elevated Railroads), connect- 
ing at BAY RIDGE with Trains for Manhattan Beach as follows: 
9.25, 10.26, 11.25 A. M. ; 12.25., 1.25, 2 25, 3.25. 4.25, 5.25, 6.25 and 
7.25 p. m. Returning, leave MANHATTAN BEACH at 8.20, 
10.20, 11.20 A. M. ; 12.20, 1.20, 2.20, 3.20, 4.20, 5.20, 6.20, 7.20 and 
8.20 P. M. 

VIA GREENPOINT. 
By steamer SYLVAN GROVE, from foot of 23d Street, E. R : 
9.45, 10.46, 11.45 A. M.; 12.45, 1.45, 2.45, 3.45, 4.45, 5.45, 6.45 P. M. 
Returning, leave MANHATTAN BEACH at 7.35, 11.05 a.m.; 
12.05, 1.05, 2.05, 3.05, 4.05, 5.05, 6.05, 7.05, 8.05 P. M. 
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LAWN TENNIS 

AI\D 

ARCHERY. 

Call and see the celebrated 
Punch Itacquett, far better lor 
half volley and pick up than 
any other bat. 

SPECIAL KATES TO CHI IIS. 

HALL, MIGOLL & GBANBEBT, 

Successors to 
Schuyler, Hartley A Graham, 
20 and 22 JOUST ST. 

WtiKKAX BAB6AISS4I 

WM. NEELY'S 

FAMILY 

Boot & Shoe Store, 

348 BOWERY, 

Cor. Great Jones Street, Opposite Third Street. 
ALL OUR GOODS MARKED IN PLAIN FIGURES. 
Wholesale House: 126 & 128 Duane St. 

We believe we have the Largest Stock in the City and the 
Lowest Prices. 

Ladies' Pebble Goat Button, E. C. Burt's best, $3.75 

" " '* " fine, $2.00 to #2.50 

" Rubber Overshoes, 35 Cents 

Mens' " " " 60 " 




Always Fresh! Always Ready I 

One of the advantages that Tarrant's Seltzer Aperient— 
being a dry white powder— has over many natural mineral wa- 
ters, ie the fact that it never becomes vapid or stale. Iti", there- 
fore, the*most admirable preparation not only for tra\ ellers on 
land and eea, but for all who need a bright, fresh, sparkling al- 
terative and corrective, and it is always ready. 

PH. & WM. EBLING'S 

AURORA PARK 

ALE AND LAGER BEER BREWERY, 

St. Ann's Avenue, Oor. 156th St., 
M0RRISANIA, N.Y. 

Special Attention given to Bottling and Shipping Trade. 




Old Newspapers, Books, Pamphlets, Bags, Bope and 
Bagging, Copper, Brass, Lead, Zinc, Pewter, Type Me- 
tal, Electrotype Plates, Stereotype Plates, Tin Foil, Tea 
Lead, and Old Metal of every description. 

Orders by Mail punctually attended to. 

Will send to any part of the City or suburbs 



25 Ann Street, N. Y. 



Numbers 9 and 14 of Puck will be bought at this 
office, 21 & 23 Warren St., at 35 Cts. per copy} 
and No. 26 at SO CENTS per copy. 
J@f In sending copies by mail please roll lengthwise. 
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IMPURE BREATH 

is the most disagreeable result of de- 
cayed teeth, as well for the afflicted 
one as for his surroundings. 

The cause may easily be removed 
by cleaning the teeth daily with the 
popular, fragrant 

SOZODONT. 

It sweetens the breath, cools and re- 
freshes the mouth, hardens the gums 
and whitens the teeth. — Gentlemen 
that smoke should regularly use 



SOZODONT. 



It removes the disagreeable smell of Tobacco. 

■AjMjj DRUGGISTS SELL IT. 

POND'S EXTRACT. 

Invaluable for Sprains, Burns, Scalds, Bruises, Soreness, 
Rheuma.ism, Boils, Ulcers, Old Sores, Toothache, Headachei 
Sore Throat, Asthma, Hoarseness, Neuralgia, Catarrh, &c, &c. 

Emma Abbott.— "Valuableand beneficial. "— Heywood Smith, 
M. D., M. R. C. P. — ** I have used it with marked benefit." — H. 
G. Preston, M. T). — 'I know of no remedy so generally useful." 

Caution. — Pond's Ex ract is sold only in bottleB with the name 
blown in the glass. — Special Preparations of Pond's Extract 
combined with the purest and most delicate Perfumes for La- 
dies' Boudoir.— POND'S EXTRACT 50c, $1.00 and $1.75. Toi- 
let Cream $1. Dentrifr ice 50c Lip Salve 25c. Toilet Soap (3 cakes) 
50c. Ointment 50c. Catarrh Cure 75c. Plaster 25c. Inhaler (Glass, 
50c.) $1. Nasal Syringe 25c. Medicated Paper 25c— Any of these 
preparations will be sent carriage free at above prices, in lots 
of $5 worth, on receipt of money or P. O. order. 

POND'S EXTRACT CO , No. 14 West 14th St., New York. 

Sold by all Druggists. 
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TAPE WORM. 

INFALLIBLY CURED with two spoons of medicine in two or 
three hours. For particulars address with stamp to 

H. EICKHORN, No. 4 St. Marks Place, New York. 



NO 
MORE 



RHEUMATISM 

Gout or Gravel. Schlumberger's harmless Salicylates (their purity 
being controlled as enforcedby French laws, by the Paris Board of 
Pharmacy) relieve at once, cure within four days. Bnx$[.oo, 
postage free, has red seal trade mark and signature of agent 
Beware of London Counterfeits and home-made imitations. Send 
stamp for pamphlet. L. Paris, Gen. Agent for the United States, 
10SJ West 14tb Street-. Thousands of references. 




HAIR DYE is the SAFEST and 
BEST; it acts instantaneously, pro- 
ducing the most natural shades of 
Black or Brown; does NOT STAIN 
the SKIN, and is easily applied. 
It is a standard preparation, and a 
favorite upon every well appointed 
Toilet for Lady or Gentleman. 

Sold by Druggists and applied by 
all Hair Dressers. 

FACTORY, 
03 William Street. 



NERVOUS DEBILITY 

Vital Weakness and Prostration, from overwork or indiscretion, 
is radically and promptly cured by 

Humphreys' Homeopathic Specific No. 28. 

Been fti use 20 years, and is the most successfui remedy known. 
Price $1 per vial, or 5 vials and large vial of powder for $5, sent 
post free on receipt of price. 

Humphreys' Homeopathic Medicine €0., 

109 Fulton Street. New York. 



JOHN A. DODGE & CO., 

BANKERS AND STOCK BROKERS, 

12 WALL ST., NmV SOKK. 

Buy and carry Stocks on 3 to 5 per cent, margin, and execute 
orders for Stock Privilege Contracts at favorable rates. Full in- 
formation on all matters relating to Stock speculation furnished 
on application. Weekly Report of movements in the Stock market 
sent free. 

PUCK ON WHEELS! 



Ml & Koehne, Central Part Brewery 

and 

BOTTLING COMPANY. 

Brewery, Bottling Department and 
Office 159 — 165 East 59th Street. Ice- 
house and Rock-vaults, 56th and 57th 
Street, Ave. A, and East River, N. Y. 

BOHEMIAN- AND LAGER-BEER 

The finest Beer for family use. The best Shipping Beer in bottles, 
warranted to keep in any climate for months and years. 





MANHATTAN BREWERY, 

943-944 Ninth Avenue. 

BOTTLING DEPARTMENT, 

946 Ninth Avenue, New York. 
MIC II AE L G H O II, 

Manager. 



NICOLL, The Tailor, 

620 Broadway, near Houston St., 

AND 

139 to 151 Bowery, N. Y. 

49* Branches in all the principal Cities. "S* 

SPRING ¥UITINGS. 
SPRING WOOLENS. 

Pants to order 81 to 810. 

Stills to order 815 to 840. 

Spring Overcoats from 815 upwards. 

Samples with instructions for self-measurement sent free to 
every part of the United States. 

ELECTRIC LIGHTS, TELEPHONE, STEAM MACHINERY, 
ALL LATEST IMPROVEMENTS. 



PATENT COVERS 

FOR 

PILINGJPUCK' 

Price, $1.00 

FOR SALE AT THE 'PUCK- 
OFFICE, 
21 A 33 Warren St., 
And through any newsdealer 

BACK NUMBERS 

OF 

"PUCK" 

can be supplied on demand 



WM. BRUMS 



308 Broadway, 



near Duane Street. 



BRANCH: 36 BEEKMAN ST., near William, 

NEW YORK, 

IMPORTER, MANUFACTURER AND PUBLISHER 
op 

Fine Orders of Dancing, 

MENUS AND DINNER CAEDS. 



The above goods have become very fashionable within the las 
few years in Europe and are rapidly gaining favor in this country, 
in fact, the demand for Fine Orders of Dancing has been so large 
that I have engaged some of the very best French artists in this 
line, and am now able to offer to Clubs and Parties an assortmen 
far surpassing anything shown on this side of the Atlantic. 

Special Designs furnished on Application. 





THE F.A.MOXJS 

Vienna Coffee Pot. 



Beautifully finished, of burnished brass, with burnished brass bow, 
porcelain base, porcelain handles to lamp and extinguisher, porcelain knob 
on cover and spout, and one brass and one glass cover. 

IMPORTED FROM VIENNA ONLY BY US. 

PRICK. 



SIZB. PRICE. 

2 CupS $5.00 

3 " ! 5-75 

4 * 6 73 

6 « 2 8.7s 



SIZE. 

8 Cups $10.00 

10 " 11.50 

xa " 13.00 

The Trade supplied. 



EDWARD D. EASSFORD, 

HOUSE FURNISHING STORES, 

Cblna, Glass, Cutlery. Silverware, 
Cooking; Utensils, Wooden ware and Refrigreratorr 

1, 2, 3, 12, 13, 15, 16 and 17 Cooper Institute, N. I. City. 




A. HELLER c& BHO., 

35 & 37 Broad St., and 39 & 41 First Ave., 

are the only Importers of 

HUNGARIAN ji WINES, 

Lipors anil W&. Crown Champape, 



in the United States and 

and personally attending to 
directly from the Wine-growers 
districts of Hungary, and are 
of Wines and Liquors for 
at reasonable prices. Orders 
be promptly attended to, and 
BRANCH; "Hotel Hnngaria", 




Canada, who are regularly 
the selection of their Wines 
in the most renowned Wine 
able to furnish the very best 
Family and Medicinal use, 
left at the above places will 
delivered free of charge. 

No - 1 Union Square, 



WITH ELEGANT WISB XOOU3 jlXD BMBTAUBAXT. 




BRAIN AND NERVE FOOD. 

VITALIZED PHOSPHITES. 

Composed of the Nerve-Giving Principles of the Ox Brain and Wheat Germ. 
Physicians have prescribed 200,000 packages in all forms of nervous complaints and impared vitality. Nervous exhaustion brought 
on by worry, disease or overwork is soon relieved and vitality restored by this pleasant remedy. It gives new life in the deficient 
bodily or mental growth of children. 

F. CROSBY, 066 Sixth Avenue, ST. Y. For sale by Druggists or mall, $1. 




GRAND & ALLEN STS.. N. Y. 



DRY GOODS 

FROM AUCTION. 



Greatest Bargains This Season. 



60 PIECES ALL-WOOL BLACK LAOE BtJNTING, 85o. 
20 PIECES LUPIN'S 46-INCH LACE BUNTING, 66c. 
16 PIECES BLACK LACE BUNTING, 360. 
40 PIECES 46-INCH ALL-WOOL BLACK MOMIE BUNT- 
ING, 49c. 



ANOTHER LOT 

BLACK ALL-WOOL BUNTINGS 

A.T 18o. 



60 PIECES 46-INOH FRENCH ALBATROSS BUNTING 
ONLY 69c 

600 BLACK ALL-WOOL SHAWLS, $3, $2.26 UP — HALF 
PRICE. 

Velvet Striped Grenadines, 

BLACK AND COLORED, 72c, 96c. AND $1 PEE YARD. 

LADIES 7 SUITS. 

Clearing Out Entire Stock. 

LADIES', MISSES' AND CHILDREN'S SUITS 

AT LARGELY REDUCED PRICES. 

Striped Silk Costumes 

AT $10.75, AT $12.50. 

SILK COSTUMES AT $16, $18, $20 AND $26, SOLD THIS 
SEASON FOR DOUBLE THE MONEY. 



DOUBLE-BREASTED LINEN ULSTERS AT $1.18 EACH. 



ALL-WOOL BUNTING, CASHMERE AND SUMMER 
DRESSES. 



EDW. RIDLEY & SONS, 

809, 811, 311^ Grand St., 

56, 58, 60, 62, 64, 66, 68 and 70 ALLEN STEBBT. 



THE ATTENTION 

OF 

Merchants and Business Men 

IS CALLED TO THE FACT, THAT 

JobPrinting 

OF EVERY DESCRIPTION 

is executed at the "Puck" Office, 
in any style desired and 
at moderate prices. 



Nos. 21 & 23 Warren Street. 



PUCK. 

A friend - No, we are not going to Europe 
this Summer. Our congregation cannot afford 
it.— N. Y. Com. Adv. 

The Boston Commercial Bulletin informs us 
that the King of Oilymargarine — George, of 
Greece — is visiting Paris. 

There are three men in jail at Ozark, Ark., 
charged with murder. The remarkable thing 
about this case is that the men are in jail. — 
Boston Post. 

The man who has nothing to do can make a 
fortune by hunting crows. The demand for 
this class of meat will be enormous during the 
next few days. — Phila. Kronikle-Herald. 

" I like hot weather best7' said a Philadel- 
phia girl, " because it makes pa and ma so 
sleepy that they don't come bothering around 
the parlor the nights I have male company." — 
Phila. Kronikle-Htrald. 

Mark Twain, speaking of a new mosquito- 
netting, writes: " The day is coming when we 
shall sit under our nets in church and slumber 
peacefully, while the discomforted flies club to- 
gether and take it out of the minister." 

Mr. Tilden's strength is so wonderful that, 
the other day, when he suddenly shut his teeth 
down on a crust of bread, a piece flew 150 feet 
into the air, and, descending, smashed a tele- 
graph pole to atoms. — San Francisco News- 
Letter. 

The shooting-gallery men are doing a poor 
business. They might work up a little trade at 
five cents a throw if they would put up a stuffed 
cat on a practicable garden wall and allow cus- 
tomers to throw boot-jacks at the offending ob- 
ject. — New Orleans Picayune. 

" Philadelphia is happy," says Puck, be- 
cause " the eyes of the world have been on her 
for a week and she has beaten New York in 
having a railroad crash." Dressing in crash, 
and having the eyes of the world on her while 
she flirts. The dizzy jade. — Oil City Derrick. 

Miss Levenia Victoria Smith has just com- 
pleted a panel for a door. She took the panel 
out of the door and painted a long-legged crane 
standing upon it. During the progress of the 
work the draught coming through the hole 
where the panel should have been caused her 
three sisters to catch the pneumonia. One is 
already dead, and the others hope to be. On 
putting the panel back she discovered that it 
was painted on the wrong side. The picture 
is much admired by people who pass the house. 
—S. F. News Letter. 

Train agents on the Chicago and North- 
western Railroad are required to keep clean, 
act decently, talk in a low tone, not walk the 
cars more than once in thirty miles, and never 
throw books in a passenger's lap. And what a 
dreary road it must be to ride over! We might, 
perhaps, in time, get used to a clean train 
agent and his decent acting ; but to sit in a 
rail car where one of these peripatetic encyclo- 
paedias talks " in a low tone" must be as de- 
pressing as solitary confinement in the Black 
Hole of Calcutta, or an after-dinner oration. 
And to ride thirty miles without a visitation 
from this literary legionary ! And pray what 
were laps made for, if not to throw books into ? 
Why, heretofore a man could get posted in all 
the different ways of scalping Indians and 
sounding the war-whoop, by means of the books 
thrown into his lap in a twenty-mile ride, with- 
out its costing him one cent. And now this 
privilege is to be snatched from him by a soul- 
less corporation. Are we men ? Are we free- 
men? Are we — beg pardon; we didn't intend 
to drop into conundrums. — Boston Transcript. 

PUCK ON WHEELS! 



1880 



JOITES 



275 
1840 



CHOICE SUMMER GOODS 



35 DIFFERENT DEPARTMENTS 

OF NOVELTIES AT POPULAR PRICES. 



SUITS & CLOAKS 
BOYS' SUITS. 
DRESS GOODS. 
LINENS. 



^ HOUSEFURN'G goods. 
% % GLASSWARE. 
'tk SILVERWARE. 
M| CROCKERY. 
SILKS." j£ £ CHINA. 

m * JONES % 
* * 

Eighth Avenue Eighth Avenue 

■§ and m 

jj^ Nineteenth Street, nineteenth Street. 

*% JONES *** 

SHOES. # %k 
CARPETS. ^1* 
UPHOLSTERY. jfc J|f 

FURNITURE. # £ 



LACES. 
GLOVES. 
HOSIERY. 
MILLINERY. 



DOMESTICS. 



Gents' Furnishing Goods. 



Personal and Housekeeping Outfits furnished. 
Samples sent free. 

Milk of Magnesia is the quickest 
and surest quieter of a stomach disordered 
by smoking, excessive eating or drinking, 
sea sickness and the like. Is invaluable for 
headache, heart-burn, flabulency, etc., 
caused by improper digestion. Should be 
found in every family, particularly at water- 
ing-places, where indulgence is the order. 
Peculiarly adapted to females and the best child's medecine known 




EUHK & UI6BR, 

No. 50 PARK PLACE, 
Sole Agents lor 

Ayala-Chateau d'Ay 

CHAMPAGNES. 

TAUNUS NATURAL MINERAL WATER. 

Dietrich & Co., Ruedesheim, Rhine Wines. 
L. Tampier &• Co., Bordeaux, Clarets. 
Roullet & Delamain, Cognacs, 
etc., etc. 



PATENT COVERS FOR 

Filing Puck. 

FOR SALE AT THE PUCK OFFICE, 
Nos. 21 & 23 WARREN ST., 

AND THROUGH ANY NEWSDEALER, 

Price, $1.00. 

Will be mailed to any Address in the U. S. 
and Canada upon receipt of $1.30. 

Back N Limbers of 
PUCK 

WILL BE SUPPLIED ON DEMAND. 

ADDRESS: 

OFFICE OF PUCK, 

Nos. 21 & 23 WARREN ST. 

Any Newsdealer will take and fill orders for 
Back Numbers. 



3ETTER NOT VACCINATE THAN VACCINATE WITH IMPURE VIRUS. 



